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1 Advanced...New...Sensatibival... 


ONLY on WILSON SUPER RIGS! 














NEW FRONT EQUALIZER 
BEAM TYPE BRAKE... 


Absolutely no other line of rigs in the world have this 
feature. Wilson... always years ahead... with the most 
modern and sensational rigs in the world again sets the 
pace with the ALL NEW FRONT EQUALIZER BEAM 
TYPE BRAKE. Important... you bet! To the driller it 
means spectacularly SMOOTHER, more PIN-POINT 
PERFECT braking throughout drilling operations. So far 
ahead of all others, the EV7JRELY NEW Wilson Braking Write for Full Details 


System has become one of the most appreciated features POWER RIG & EQUIPMENT CO., INC. 
of Wilson SUPER Rigs because they are SAFE and 3001 Cherry Ave. Long Beach 7, Calif. 


WILL NOT saiaii Phone GArfield 7-7935 or NEvada 68000 
So check your ng. To be strictly MODERN and SAFE it has to Exclusive West Coast Distributors of Wilson Mfg. Co., Inc. 


be a Wilson... THE NEWEST OF NEW! Write for our Bakersfield Office: 3910 Pierce Road Phone FAirview 5-9436 
New Catalog No. 257. Ventura Office: 1254 N. Ventura Ave. Phone Miller 3-9046 


Super Titan "66" Super Titan ''56" Super Atlas Super Giant Super Mogul! 
22,000 Ft.—4'/2"" Drill Pipe 15,000 Ft.—4'2” Drill Pipe 11,000 Ft.—4'/2” Drill Pipe 9,000 Ft.—4'/2” Drill Pipe 7,500 Ft.—4'/2"" Drill Pipe 
25,000 Ft.—3'/2" Drill Pipe 19,000 Ft.—3'” Drill Pipe 13,000 Ft.—3'” Drill Pipe 11,000 Ft.—3'” Drill Pipe 8,500 Ft.—3'2” Drill Pipe 
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“HERBERT © Hue 


RESEARCH THAT SEARCHES...AND FINDS 


Halliburton’s extensive research programs are devoted « 
exclusively to seeking...and finding...new answers 5 o 
to new problems and better answers to old ones, for 
the profitable production of oil and gas. Continue to 
LOOK TO HALLIBURTON for the foremost in applied 
technical advantages that are tested under field conditions. 





HALLIBURTON oi wett CEMENTING COMPANY 
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Important developments in the 
Four Corners area in New Mexico, 
Utah, Arizona and Colorado are be- 
ing closely watched by the Califor- 
nia petroleum industry, which has 
many members identified with what 
may become the nation’s largest oil 
and gas field in due time. 

Geologic and all manners of the 
geophysical sciences continue to 
widen over the whole area, while 
driliing surges strongly in northwest 
New Mexico, southeast Utah, south- 
west Colorado, and in a lesser de- 
gree in northeast Arizona. 











Bonuses Large 


Some idea of the value placed up- 
on land in that section of the coun- 
















oVe 





try may be gleaned from a recent 
Government oil and gas land sale at 
the Federal Jicarrilla Agency, Dulce, 
New Mexico. 

The Interior Department, Bureau of 
Indian Affairs made known that 53 
tracts were advertised and the 44 sold 
accounted for an aggregate of 104,398 
acres. A total of 124,844 acres were 
advertised, with the highest bid $202 
an acre. 

Several oil and gas lease sales in 
November, as an example, gave the 
Navajo Indian Tribe a net of $33,500,- 
000 in bonuses on more than 280,000 
acres of Tribal and allotted ground at 
Four Corners, where no less than 400 
wells are expected to be drilled during 
the present year. 

Shell Oil Company during the 
month added some 22,720 acres to its 
he'dings to bring its total in the Four 
Corners area to about 245,310 acres. 
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Four Corners Play 
Holds National Interest 


Foreseeing the oil production pos- 
sibilities in the area, Shell assembled 
the major portion of this acreage very 
early in development in the territory. 

As a natural aftermath and due 
largely to the company’s expansive and 
successful wildcatting, many other oil 
concerns have become highly inter- 
ested in the lease sales. 

This resulted in a proportionate in- 
crease in lease prices and in some cases 
they have gone up sky high. 

$3,102 An Acre 

Before the turn of the year, a 2600- 
acre parcel brought $7,941,120 or a 
record high of $3,102 an acre. The 
parcel lies near Shell’s Aneth wells. 

Three sales last November re- 
warded the Navajo Tribe with upward 
of $17,000,000. This was more than 
they received for oil and gas leases, 
bonuses and royalties in the whole 32- 
year history of the reservation. The 
lands are confined mostly in San Juan 
Counties in New Mexico and Utah. 


Pipeline Work 

Survey crews are under way with 
preliminary work near Kayenta, Ari- 
zona, on the 600-mile crude oil pipe- 
line from the Four Corners area to 
refineries in the Los Angeles district. 

The 16-inch line will have an initial 
capacity of 60,000 barrels a day, which 
can be hiked to 160,000 barrels daily 
by additional pump stations along the 
route. 

Plans already formulated call for 
pump stations near Bluff, Utah; 
Cameron, Arizona; and Twentynine 
Palms, California. 

Shell Pipe Line Corporation, who 





will build and operate the line, was 
formed in Houston early last Feb- 
ruary. 

Shell and Standard of California 
each own 25 per cent of the new com- 
pany’s stock; Gulf Oil Corporation, 
20 per cent; and 10 per cent each by 
Superior Oil Company, Continental 
Pipe Line Company and Richfield Oil 
Company. 

Expectations are that the new line, 
which will cost an estimated $50,000,- 
000, will be in a position to begin 
shipments of crude oil to Los Angeles 
before the current year closes. 

It is worthy of note that Los An- 
geles refineries are some 400 miles 
nearer Four Corners than the big plant 
in the Gulf Coast. 

The complete Four Corners crude 
oil line system will embrace approxi- 
mately 750 miles, including 12-inch 
and 8-inch feeder lines to Aneth and 
other fields in Utah, and the Bisti field 
in New Mexico. 


Many Operators 

Obvious success of the Four Cor- 
ners Play has attracted both large and 
small operating organizations from 
California and other states. 

Reflecting the great amount of 
“dead storage” in the nation’s great 
and necessary pipelines, it was pointed 
out that the Four Corners area will 
have to pour 750,000 barrels of oil 
into the new line before any crude 
reaches Los Angeles. 

It will take that much oil to fill the 
line enough where additional crude at 
the Four Corners end will push oil 
out at Los Angeles. 
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Secondary Recovery Program 
Planned for Sargent Field 


The presently idle Sargent Oil 
Field in Santa Clara County is sched- 
uled to receive secondary recovery 
attention in the near future. On the 
planning boards is a two year develop- 
ment program aimed at recovering 
an estimated 5,000,000 barrels of oil 
yet remaining in this old north county 
field by primary means and water 
flood methods. 


Vinco, Incorporated, of Porterville, 
California, proposes to institute the 
program involving the drilling of 11 
new wells together with the necessary 
water-source and injection facilities. 
Engineering studies have indicated 


SARGENT 


that this field, drilled in the early days 
with rudimentary techniques and scant 
technical knowledge, is probably far 
from depleted. The studies indicate 
that the once substantial field produc- 
tion declined to the vanishing point 
from technical failure rather than 
from reservoir exhaustion. 


Predicated on known sand _thick- 
nesses and character and bolstered by 
successful similar operations in other 
old fields, a belief is held by many oil 
men that such a program offers ma- 
terial additions to California reserves 
as well as substantial rewards to the 
enterprising operator. 


Discovered in 1886 by the first 
drilled well, the oil field had earlier 
been utilized as a prime supplier of 
asphaltum in the early 1860s from dig- 
gings in and around the tar seeps which 
abounded along La Brea Creek. Two 
years before the first well went down 
an asphaltum refinery was erected to 
process the early day products. 


Slowly developed, the field reached 
its peak of production in 1909 when 
its annual yield was 63,780 barrels, 
Total acccumulated production up un- 
til its ultimate suspension in recent 
years has been 785,647 barrels. The 
old ranges in gravity from 11 to 20 
degrees. 


Long a landmark on the main Coast 
byways, the Sargent field lies ap- 
proximately 2 miles northwest of Sar- 
gent Station and some 7 miles south 
of the town of Gilroy. The fields’ 
general configuration and location may 
readily be seen on the accompanying 
map of the field and its immediately 
adjacent areas. 


The productive horizon is from the 
basal Pliocene Section rather than 
from the Miocene as earlier suspected. 
It is thought that the oi! found here 
probably originates in the Diatoma- 
ceous shales of the Monterey Group 
found west of the fields north trend- 
ing fault. 


The proved field area is reasonably 
well defined as a result of field devel- 
opment drilling and the many subse- 
quent outpost and deep tests occurring 
through the 71 years of the Sargent 
fields official life. 


Generally the field consists of about 
75 acres at the head of a northwest- 
southeast plunging syncline which is 
bisected by two faults, one along La | 
Brea Creek (see map) and another | 
trending in a generally northerly direc- 
tion. 


This relatively simple geology, to- 
gether with the favorable nature of the 
geologic column at this point, makes 
for good entrapment and as a conse- 
quence, a distinct probability that 
water flooding will work efficiently and 
profitably under the scheduled pro- 
gram. 


CALIFORNIA OIL WORLD 








MORE MURPHY DIESELS 


FOR CLEGG AND HUNT 








e When you find diesel engines that give you the com- 
bination of advantages you need for your drilling oper- 
ations, you buy ’em—and you keep on buying ’em for 
new rigs. 

Clegg and Hunt, Houston, Texas, wanted dependable, 
trouble-free service, freedom from costly downtime, and 
fuel economy—they bought Murphy Diesels and got 
’em all. 

Now, there’s a newly repowered rig in the field for 
Clegg and Hunt—powered by four Model 124 Murphys 
on an Alamo Compound. (photo above) ren s 

Get a rundown from Murphy owners in your field— eauy duty, power il field 
then, let your Murphy Diesel Dealer show you the ex- # ee gesische 
clusive combination of design features that has ‘‘sold’”’ Murphy Diesel Engines and Power Units for 
other driliers and has kept ’em coming back for more. drilling and pipe line pumping, 96 to 264 H.P., 

1200 and 1400 RPM. Generator Sets, 64 to 
Murphy Diesel Company 165 K.W. Dual-Fuel Engines, 144 to 230 H.P. 


5311 W. Burnham Si., Milwaukee 14, Wisconsin 353P 


cece 


SEE YOUR MURPHY DIESEL DEALER—TODAY 
BAKERSFIELD, CALIFORNIA LONG BEACH 5, CALIFORNIA 
Glenn Rose Engine Service Dobbs Diesel Power, Inc. 
502 So. Real Road 2763 Cherry Ave. 


SAN DIEGO 12, CALIF. 
National Steel & Shipbuilding Corp. 
" Harbor Drive at 28th St. 
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Reserve Test 
Still Trying 

Efforts are still under way to estab- 
lish commercial production in Reserve 
Oil & Gas Co.’s deep test some three 
miles north of the Tejon-Grapevine 
field in the southern San Joaquin Val- 
ley area of Kern County. The well, 
Butler-Wehr No. 67-18 on Sec. 
18-11n-19w, is testing eight open sets 
of perforations from 11,850 ft. to 
plugged bottom of 13,325 ft. Produc- 
tion trial of Vedder sands in the in- 
terval 11,850-12,420 ft. previously 
produced some 240 B/D of 30 gravity 
oil and some 960 B/D water. With 
plug at 12,325 ft. the well is attempting 
a water-free completion. If successful, 
the test will establish a new deep field 


Dew 


some three miles north of the Tejon 
field. Bell & Burden are the drilling 
contractors. 


Midway-Sunset Flank 
Driller Scheduled 

Standard Oil Co. is preparing to 
drill Strat Test No. 18-35d, at a point 
330 ft. N & 330 ft. E of the southwest 
corner of Sec. 35-32s-24e on the east 
flank of the Midway-Sunset field in 
western Kern County. The drilling 
will be contracted. 


Beehive Bend 
Well Flows 

General Petroleum Corporation Sec- 
tion 48 Unit No. 2, Sec. 28-20n-2w in 
the Beehive Bend area of Glenn Coun- 
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ducing formation. 
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JEL-OIL OIL MUDS PROVIDE 


A completion mud which permits no water to enter the pro- 


Exceptionally low filter loss under all drilling conditions. 


Proper, easily controlled gel strength and good suspension. 





BROWN MUD COMPANY 


MAGCOBAR DEALER 


WILLIAMS 
Phone 3101 


VENTURA 
Miller 3-8168 


LOS ANGELES 
WeEbster 3-5618 


BAKERSFIELD 
FAirview 2-6410 


ty, is drilling ahead below 5740 ft. 
after drill stem tests of the interval 
5490-5515 ft. flowed 2560 MCF rate 
gas through a one-half inch bean. The 
try lies approximately one-half mile 
northwest of the Doheny gas produc- 
tion. 

Texaco Starting 

San Ardo “Cat” 

The Texas Co. is starting Shell B 
(NCT-1) No. 1 in the Garrissere area 
of Monterey County. Located near the 
northeast corner of Sec. 22-22s-9e the 
wildcat is some four miles northwest 
of San Ardo field production. 


Arbuckle Area 
Well Scheduled 

Western Gulf Oil Company has 
staked location to drill a 6500 ft. test, 
Arbuckle Unit No. D-1, 172 ft. S & 
3900 ft. W of the northeast corner 
of Sec. 10-13n-2w, in the Arbuckle 
area of Colusa County. The- company 
discovered this new field some 12 miles 
northwest of the Sycamore Slough 
field in January of this year when Ar- 
buckle Unit No. C-1 finished in the 
intervals 5580-5608, 5873-5910 ft. 
flowing 7,820,000 cu. ft. of gas daily 
through a 1!4-in bean. 


Salinas Valley 
Well Planned 

Mohawk Petroleum Corporation 
will drill Alexander No. 37X-28 as a 
wildcat some two miles southeast of 
the San Ardo field in Monterey Coun- 
ty. The survey is 970 ft. N & 670 ft. 
W of the south quarter corner of 
Sec. 28-23s-1le. 


Two Wildcats Set 
At San Gregonio 

Bruce & Simon, Operators plan to 
drill Chi Chi No.’s 1 & 2 just south of 
the center of fractional Sec. 23-7s-5w 
in San Mateo County. The test well 
location lies approximately two miles 
southeast of the town of San Gregonio. 
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Wwe put the MOST into 


HC6Sinth ROCK BITS 


to make them the BEST! 
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Thousands of hours of design engineering, based on field 
tests and reports, take in every detail of an H. C. Smith 
Bit. Tooth design—angle, thickness, shape, spacing — bear- 
ings and races, cone shape and structure, bit legs and 
their stress patterns ...every part has been designed and 
tested for effective action on bottom and long service life. 


1B 
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& : - HEAT 


The field is already familiar with the high standards of 
H. C. Smith metallurgy—the fact that all our steels are 
made to our own strict specifications; that every lot is 
tested by ourselves to be sure that it meets our require- 
ments, and that our forging process is controlled to main- 
tain maximum strength in all parts. 


The H. C. Smith system of heat treatment control is the 
most rigid and accurate in the industry. By putting stand- 
ard samples of every heat of steel through our regular 


ner heat treating cycle before parts are made, the reactions 

kle TREATMENT of every lot are pre-determined—the hardness and carbu- 

ny rization of every part of a Smith Bit is a known factor 

les even before manufacture. 

gh 
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he f 

ft. The careful records kept on the heat treatment of every 

ily lot is only one step in the systematic inspection of all 
parts that go into an H. C. Smith Bit. The long service 
life of H. C. Smith bits in the field, reported by literally 
hundreds of good drillers, is the best testimony to the 
fact that our inspection system doesn’t let a faulty bit 

w part get out of the plant. 

a 

of 

N- z 

: ¢ and the service your H.C. Smith 

t . y -every bit 

vf ‘¢ man gives you is final proof that the best 


“You'll do better with H. C. Smith Bits!” 
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AND PLANT: COMPTON, CALIF. 
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BRANCHES IN ALL PRINCIPAL OIL CENTERS 
IN THE UNITED STATES AND CANADA 





Riverside County 
Wildcat Promising 


First commercial oil production in 
Riverside County appears likely on the 
basis of tests in Lyle Garner’s G-G 
No. 1 on Sec. 20-3s-7w in the Prado 
Dam area. Tests of Miocene sands in 
the interval 3460-ft. to bottom at 3613 
ft. recovered considerable quantities 
of clean 28 gravity oil. With casing 
cemented in the hole completion efforts 
are under way with the zone open in 
the interval 3453-3613 ft. An addition- 
al and untested sand section is reported 
promising but at present is behind the 
pipe. 


The current test is near the River- 
side-San Bernardino County line on 
the flat-lands and is some one and 
one-half miles removed from the 
James Michelin production in the 
Chino Hills of San Bernardino Coun- 
ty. The newly tested sands are re- 
ported to be comparable to the “C” 
sands produced by Michelin in the 
Hill country. Gary Core Drilling Co. 
is the contractor. 


Also planned for Riverside County 
is a wildcat near the town of San 
Jacinto. C. B. Weltner has staked lo- 


cation for N.B. No. 1 at a point 3982 
ft. N & 600 E of the southwest cor- 
ner of Sec. 27-4s-lw. 


Texaco Finds 
Oxnard Pool 


The Texas Co. Livingston No. 1, 
some 34 mile east of Oxnard Field 
deep production and four miles east of 
the town of Oxnard in Ventura Coun- 
ty has effected production in a new 
deep pool. Located on Sec. 5-1n-21w, 
the well completed from Sespe sands 
in the interval 8151-8420 ft. flowing 
547 B/D clean 29.6 gravity oil and 
435 MCF gas. Originally drilled to 
9035 ft. the well was plugged back for 
the current flow. Rocky Mountain 
Drilling Co. is the contractor. 


Federal Oil Seeks 
Pyramid Production 


Federal Oil Company will drill 
Olcese No. 1 in search of Vedder sand 
production at an outpost location near 
the Pyramid Hills area of the Round 
Mountain field in Kern County. To be 
drilled under contract, the site falls in 
the northwest quarter of Sec. 16-28s- 


29e. 


Guijarral Hills 
Project Starting 

L. A. Harnish, Operator ha» let 
contract to K. L. Kellogg & Son: for 
Allison No. E53-34F as a 13,50) ft. 
search for deeper production in the 
Guijarral Hills field of Fresno County, 
Located 1695 ft. S & 335 ft. E o/ the 
north quarter corner of Sec. 34-20s- 
16e and near the center of the field, the 
current project will explore Eocene 


sands up-structure from previous <leep 
drilling in the field. 


Pleasant Creek 
Gas Test Begins 


Golden Bear Oil Company and Gene 
Reid Drilling, Inc., have started Rom- 
inger No. 2 as a 3000 ft. gas test about 
one mile northwest of the Pleasant 
Creek field in Yolo County. The loca- 
tion is 1213 ft. Northerly and 1346 
ft. Westerly from the southeast cor- 
ner of Sec. 6-8n-lw. Reid will be in 
charge of Operations. 


Nothing indicates approval of a 
magazine like a renewal subscrip- 
tion check. 





MICHAEL FARADAY 
SET THE STANDARD FOR 
MEASURING ELECTRICAL 
CAPACITY 


Farad unit (fd): a unit of electrical 
capacity named in honor of M. Faraday. 
One farad is the capacity of a con- 
denser that produces a one-volt differ- 
ence in potential when charked with one 
coulomb. 


BAROID 
SETS THE STANDARDS 
FOR DRILLING MUDS 


When you buy Baroid — you buy the best, because 
Baroid — the first mud company — established the 
standards of quality and service for today’s entire 
mud industry. New products constantly being added 
to the Baroid line are proof of Baroid’s continued 


ability to answer every mud problem. 


PACIFIC COAST AREA OFFICE 
3113 E. 26th St., Los Angeles 


BAROID’S LONG BEACH STORE 
19551 S. Santa Fe, Long Beach 


BAKERSFIELD COALINGA VENTURA 
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Just Say--- 


YES! You may send me the 
CALIFORNIA OIL WORLD 


one year, 


enclose $1.00. 


engaged in Producing 
Marketing 


Subscriptions accepted only from persons actively 
connected with the oil industry. 


CALIFORNIA OIL WORLD 
2404 W. 7th St.. Los Angeles 57, Calif. 
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New Pool Found 
At iW Riverdale 


Carr, Wrath & Payne has effected 
a new Miocene Sand pool discovery 
in the Northwest Riverdale area of 
Fresno County. Located on Sec. 7-17s- 
19e, the well, McCarthy et. al No. 
21A-7, finished from 4 holes perfor- 
ated in the Miocene at 6763 ft. flowing 
an initial 264 B/D clean gravity oil 
and 120 MCF gas through an 18/64-in. 
bean. The operators report having 
three oi! zones within the interval 
6350-6770 ft. and only these minor 
perforations open in the deepest zone. 
The new operators have 240 acres in 
the leasehold while Occidental Petro- 
leum Corp. holds the offset acreage. 


Johe Ranch 
Test Quits 


John M. Young abandoned Young- 
Union No. 77 at total depth of 3780 ft. 
some 3/8 of a mile southwest of Johe 
Ranch gas production in Kern Coun- 
ty. Located on Sec. 12-30s-20e the well 
failed to locate satisfactory sands 
above a fish cemented in place at 3650 
ft. Barnes Drilling Co. was the con- 
tractor. 


Keck Quits 
Deep Test 


William M. Keck, Jr., abandoned 
Midway-Govt. No. 1-9 at 11064 ft. 
after failing to find Republic sands 
saturated at this point, some 3 miles 
northwest of Taft in Kern County. 
Located in the northeast quarter of 
Sec. 9-32s-23e, the deep try was drilled 
under contract by Coastal Drilling Co. 


Saticoy Gets 
Good Producer 


The Saticoy field of Ventura County 
was enriched again with solid produc- 
tion when Shell Oil Co. Edwards No. 


8, Sec. 31-3n-2lw, completed at 
plugged depth of 7320 ft. flowing 593 
B/D clean 32.9 gravity oil through 
a 24/64-in. bean. The production is 
coming from liner preforations in the 
interval 6920-7315 ft. 


Santa Ynez 
“Cat” Quits 

Hancock Oil Co. Mitchell No. 
24-29, Sec. 29-6n-30w some 3 miles 
southeast of the town of Santa Ynez 
ix Santa Barbara County, abandoned 
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at total’ depth of 3130 ft. A core at 
bottom recovered 17 ft. of Cretaceous 
section after which electric log and 
dipmeter were run before calling the 
cement wagons. Camrich Drilling Co. 
was the contractor. 


Pyramid Hills 
Well On Hook 


Pearson-Sibert Oil Co. of Texas 
failed to extend Pyramid Hills pro- 
duction in Kings County when Or- 
chard No. 43 was abandoned at a 
total depth of 5100 ft. Located on Sec. 


COOPER-BESSEMER 


NEW TRIPLE 
IGNITOR 


SPARK 


- to get peak performance 
longer, Cooper-Bessemer is now fac- 
tory-installing STITT New Triple Ignitor 
Spark Plugs. STITTS last up to 10 times 
longer, cut downtime, increase magneto 
life. Also factory equipment in other 

leading oil field engines. 


oh ey 
-* iss. 
Write today for FREE * 


Pocket Catalog giving rec- 
ommended plugs for all your 4 
engines—help you get better Ps 
plug performance. _ a 


STITT IGNITION CO. 


COLUMBUS 1, OHIO 


STITT MAKES HEAVY-DUTY, 
INDUSTRIAL-TYPE PLUGS! 





30-24s-18e some 1% miles west of 
production, the driller tested wet on 
sands ‘in the intervals 4650-5700 & 
4082-4092 ft. before abandoning. 


On Sec. 16-23s-17e in the Reef 
Ridge area of the county, Golden Bear 
Oil Co. & John D. Manley, 3rd aban- 
doned Mauren No. 31-X-16 at 7010 
ft. without showings or tests. Elec- 
tric Logs were run at 6037 ft. and at 
bottom. Casey & Montgomery were the 
drilling contractors. 


Castaic Junction 
Extension Fails 


The Texas Co. failed to extend 
Castaic Junction field production to 
the northwest when Newhall No. D-1 
abandoned at 11,005 ft. Located a 
little more than a mile from produc- 
tion near the center of Sec. 11-4n-17w 
in the Beacon Anticline area of Los 
Angeles County the duster logged, 
metered and sidewall sampled before 
going on the hook. Hayes & Sprague 
were the contractors. 












Tulare County 
“Cat” Scheduled 


Some 12 miles southeast of Tulare 
in Tulare County E. R. A. Gill & As- 
sociates are preparing to drill a 3000 
ft. test. To be known as Shaw No. 1, 
the wildcat is located 573 ft. N & 462 
ft. E of the southwest corner of Sec. 
4-21s-26e. The drilling is reported to 
be contracted. 


Coastal Drilling 
Moves To Alaska 


Coastal Drilling Co. has received the 
contract to drill an Alaskan wildcat 
for Richfield Oil Corporation and has 
put its big rig abroad a lumber schoon- 
er for shipment. Docking at Seward, 
the rig will then be moved to the Kenai 
Peninsula for this area’s first oil ex- 
ploration. Last used on a 13,394 ft. 
duster at Coalinga the rig is heavy 
enough to meet any demands in ex- 
cess of the presently scheduled 8000 
ft. project. 


Location of the wildcat is approxi- 
mately 30 miles north of the settle- 
ment of Soldatna in the Kenai Moose 
Range. The 71,000 acres to be tried 
are held by Richfield, Union and Ohio 
Oil. Standard, General Petroleum, 
Phillips, Shell and Sunray are among 
the California operators already hold- 
ing acreage on the Kenai Peninsula. 
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Sandy’s right! He just 
can’t get into pipe pro- 


Sandy Says... 
“Hoot Mon, I Canna Get 


In a Well Protected By 
Pacific Gravel Pack Liners! 
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tected by Pacific Liners because uniform, carefully graded gravel 
pack keeps sand out, permitting maximum production from zones 
where it would be otherwise impractical. 


Pacific Gravel Pack Liners are made to suit your individual well 
conditions. In every instance they produce efficiently without 
sanding up pumps or damaging other expensive equipment. 


Yes, where excessive sand conditions occur, Pacific is the economi- 


cal answer to major sand problems. 


Perforating Company 


MAIN OFFICE: 


FAirfax 8-6787 « 


TORRANCE, CALIFORNIA 





Pacific Gravel Pack Liners 
Make Sure That 
You Are Well Protected! 


BRANCHES IN: 


' 
t 
BAKERSFIELD FAirview 2-4390 1 
VENTURA Miller 3-5959 , 
TAFT . 5-4426 

SOALINGA . .. .». 63° 


NEvada 6-5789 I 





Edison Outpost 
Good Producer 


Edward Nepple “Mark Morris- 
Nepple No. 23-1,” near the south quar- 
ter corner of Sec. 23-30s-29e at Edi- 
son in Kern County, finished in the 
fractured Schist in the “barefoot” 
section 2615-2750 ft. for 215 B/D 
clean 18 gravity oil as the best com- 
pletion yet effected in this portion of 
the field. Present production is in ex- 
cess of 200 bbls. flowing through a 
25/64-in. orifice. Davis & Thompson 
were the drilling contractors. Nepple 
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contemplates additional drilling in the 
immediate future. 

Near the north quarter corner of 
Sec. 26-30s-29e Long White Associ- 
ates Lawson-Bennett No. 1 is drilling 
below 2800 ft. in an attempt to ex- 
tend the Schist Pool production being 
produced in the Nepple well. 


Wheeler Ridge Well 
Hits New Fault Block 

Richfield Oil Corp. ROC-KCL G 
No. 23-27, Sec. 27-11n-20w at Wheeler 
Ridge in Kern County, has found new 








Fault Block production in the re« ently 
tested interval 8676-8735 ft. A - hour 
test of the section flowed 1248 B/p 
gross 35.1 gravity oil cutting only 
4.0% mud and 133 MCF rate gas, 
Currently bottomed at 8813 ft. with 
7-in. casing cemented at 8652 /:. the 
well is completing through line: per- 
forations in the interval 8649-88 .1 ft. 





Outpost Try 
At Cat Canyon 


Standard Oil Company of Califor- 
nia will attempt to extend Santa Bar- 
bara County Cat Canyon field produc- 
tion approximately 1600 ft. to the 
northwest with C. N. White No. 46- 
16. The outpost is located 1750 ft. 
N & 2250 ft. E of the southwest cor- 
ner of Sec. 16-9n-33w, northwest of 
the company’s Alexander lease pro- 
duction. 

Bellvue Try 
Now Abandoned 


Franco Western Oil Co. Karpe No. 
34A-34, Sec. 34-29s-26e, failed to ex- 
tend Stevens zone production in the 
Bellvue area of Kern County. Located 
Y% mile northwest of production, the 
wildcat sidewall sampled and ran elec- 
tric log to bottom at 7000 ft. before 
plugging to the surface. Green & Dreb- 
low were the contractors. 





San Benito Co. 
Well Now Flowing 


Shell Oil Company F & I No. 28-31, 
Sec. 31-16s-1le and a westerly offset 
to production at Vallecitos in San 
Benito County, completed at plugged 
depth of 3450 ft. flowing a settled 245 
B/D rate clean oil and 34 MCF gas 
through a 16/64-in. bean. Total depth 
was 3967 ft. plugged to 3450 ft. and 
with perforations open in the interval 
3348-3447 ft. Miller & York were the 


contractors. 





Oil Ridge Anticline 
New Field Discovery 


Rothschild Oil Company established 
new shallow production in the Oak 
Ridge Anticline area of Ventura Coun- 
ty with its Clarkson No. 1 on See. 
4-4n-18w. Located some 3000 ft. 
southwest of Temescal Field produc- 
tion, the well bottomed at 2364 ft. 
plugged to 2178 ft. and completed 
from 125 mesh perforations in the in- 
terval 1675-2172 ft. making a 20 B/D 
rate clean 22 gravity oil. 
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wf HOW TO DOUBLE REFINERY RUNNING-TIME 


B/D 


FY BY KEEPING CORROSION DOWN 


with 
. the 
per- 


1 ft. After eight months’ operation, with KONTOL on the job, 





an eastern refinery reported the following: corrosion in the 





overhead condenser was not even measurable... 









bcd there was a 3314 % increase in the heat 

duc- transfer coefficient . . . tower tray corrosion 

Po was completely eliminated. And because of 
fs KONTOL’s detergent action, running time 






t of 
pro- 


in this typical depropanizer 






application was doubled. 
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Fset 

San 

3 Si fi bl finery ey 
245 imilar benefits are available to your r 

7as operation. Let your Kontol Service Engineer K O N T '@) L 
pth (The Man in the Red Car) show you how. 


val 
the 


. WRITE FOR FREE KONTOL BULLETIN 






A DIVISION OF PETROLITE CORPORATION 


369 Marshall Avenue, St. Louis 19, Missouri 
5515 Telegraph Road, Los Angeles 22, California 


KONTOL CORROSION PREVENTIVES ARE EFEECTIVE IN 


Crude Stills ¢ Depropanizers « Debutanizers « Depentanizers « Absorbers 
| Stabilizers ¢ Platformers « Reformers « Vacuum Towers « Alkylation Plants 
Coking Systems ¢ Dewaxing Systems « Gas Recovery Systems e Cat 
Cracker Fractionators « Alkanolamine Sweeteners ¢ Desulfurization Systems 
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Kantzer Klimbs 

The derrick groves have been 
literally humming lately, with 
exciting events taking place 
about one a minute. Frixample, 
the noted Salt Lake City cera- 
mist, Basil Kantzer, was re- 
cently elected a vice president 
of Union Oil Company, and now 
doesn’t have to return from 
lunch until 2:30. Basil, current- 
ly residing in Houston, Texas, 
is an old Stanford grad who 
has had loads of interesting ex- 
perience since he started work- 
ing for the Triton people back 
in 1934 as an excavator of ter- 
restrial channels (that’s a ditch 
digger, son). There isn’t much 
in the oil production line that 
he hasn’t been exposed to in a 
rather intensive way. He has, 
indeed, occupied all sorts of ex- 
ecutive posts for Union, and in 
allied associations has been just 
as busy, having at various times 
been Pacific Coast chairman of 
AIMME; Southern California 
chairman of OIC, and engineer- 
ing chairman of the Conserva- 
tion Committee of California 
operators. 


Artist and Ceramist 

Between times, by way of variety, 
he has been shuttling about the 
country expanding the sum total of 
his knowledge of oil and its people, 
and in general widening his petroleic 
perspective. In his spare moments 
Basil fashions weirdly entangled 
ceramic pieces, and draws strange 
pretzel-like figures, that have em- 
broiled arty folk everywhere in an 
orgy of controversy. Despite all the 
argument, however, his stuff sells 
like hotcakes—and at about the 
same price. He used to be quite an 
equestrian but because of his size 
his feet dragged and he gave it up. 
Besides all that he is a meanie with 
a double five and he forages widely 
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By RICHARD SNEDDON 


afield in his search for the mathe- 
matically inept. Actually, all we had 
intended to say in this connect—was 
that Basil was nice people and 


everybody was happy over his good 
fortune, but we seem to have picked 
up an unusually garrulous pen. Ex- 
cuse please, and happy promotion! 


Dragge Productions, Inc. 


Claude Lane, the well known 
purchasing potentate from 
Baghdad by the Bay, was paid 
a great tribute in an exciting 
dramatic playlet, presented by 
the Nineteener thespians at the 
Hacienda Golf Club one recent 
Friday evening. With the full 
consent of the Nabob of all the 
Nineteeners, Big Shot Roy 
Johnson, the event was ar- 
ranged and engineered by Al 
Dragge, the A. O. Smith theatri- 
cal impressario, who, incidental- 
ly, is a striking figure himself— 
but not where the ball is. How- 
ever, that has nothing to do 
with the present discussion and 
we'll thank you to stay on the 
subject! Anyway, from what we 
hear, Ralph Edwards is pretty 
scared over the whole thing 
and it is rumored that Jack 
Webb has been dickering with 
Al over the production of a new 
TV show to be named Dragge- 
Nette. 


Dramatis Personae 


To get back on the beam, how- 
ever, Producer Dragge did a mass of 
research work in appropriate speak- 
easies and came up with some amaz- 
ing details on the background and 
exploits of San Francisco’s leading 
p.a. These findings he wove into a 
one-act playlet with the ingenious 
title, “A One-Way Lane.” It cer- 
tainly depicted vividly the struggles 
that a young procurement officer 
must undergo before he blossoms 
into full maturity and eventually 





becomes overripe. The several roles 
were admirably played by a top 
cast including Joe Aderhold, the 
Southern auctioneer, as the boss; 
Bill Farrar impromptu juggler, as 
Goldilocks, his efficient secretary ; Len 
Price, the Cal-Air tophand, as 
Claude Lane himself; John Robin- 
son, the dapper Macco veep, as a 
pipe salesman; and Doc Hayes, the 
footage fellow, as a purveyor of 
tubular goods, which is altogether 
different. Sorry, but because of the 
fire hazard, we'll have to tell you 
the rest when we see you, but we 
can assure you now that it was a fine 
tribute to one of the greatest duck 
hunters since Daniel Boone. P.S.— 
In case you hadn’t heard, Wendell 
Jones is current golfing champ of 
the Nineteeners which is a solid 
accomplishment, for these 19ers can 
lambaste the turf with unequalled 
ferocity. The group will hold its 
semi-annual calcutta at Tamarisk in 
Palm Springs on April 27 and 28, 
after which the signs, reading 
“Please Replace the Turf!” will be 
rephrased to read, “Please Returf 
the Place!” And concluding our 19er 
report, Bob Fluor will be deeply 
indebted to anyone who can tell 
him who this bird, Al Malaikah, is. 
You know, the guy that goes about 
all the time wearing a red fez with 
his name on it. 


Pert & Polly Are Hitched 


We lost another of our fa- 
vorite girl friends a short time 
ago when that lovely creature, 
Polly Prentiss, went and mar- 
ried up with Pert Sargent. We 
have never learned anything 
about Polly’s adventures or an- 
tecedents but when a gal is as 
nice as she is who cares whether 
or not her great great grand- 
uncle fought in the Civil War? 
As for Pert, we think he might 
at least have disclosed his plans 
a little in advance and given us 
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GUIBERSON SWABS DO A 


BAQUYE 
Witt 














GUIBERSON'S 


Here are three swabs capable 
of swabbing all sizes of tubing 
and drill pipe — in a minimum 
of time — making them most 
economical and efficient for 
routine swabbing. Many other G U | B E R S 6) | 
types of Guiberson cups are 

immediately available for spe- 

cific and unusual swabbing 


problems. : 
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The best services of two compani 


BJ SERVICE 


Chemical Process) 


Now you can benefit from the combined knowledge and experience... 


the best equipment and services... 


of two great oil well 


service companies. This newly-formed combination of 
BJ Service-Chemical Process means faster, better results for you. 


AQUAFREE 


A service 
employing the latest 


techniques in water RADIOACTIVITY 
block removal. Melee ic 


ACIDIZING 


Each job 


engineered to assure 


maximum results. 


GEOFRAC 


Emulsified 
acid-in-kerosene 
fracturing 
fluid. 


FRAC-ASSIST TOOL 


A 5000 hydraulic 

horsepower down-ho 

booster for multiple 
fracturing. 
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e now combined for your benefit! 


AQUAFRAC 


Gelled 
or ungelled water 
fracturing SELECT-O-BALL 


service. Selective 


satel ids el(-mag-ladelaiar-d 


JET AND BULLET sl 
PERFORATING sac 


WALL-HOLD 


Plastic-coated 
walnut shell service 


for sand control. PERMETER SERVICES 


Permeability metering, 


MUD-SOL 
Three distinct open hole caliper 
mud removal PY-1adloci-lalemmelalaaeli(-.e| 
services. acid treatment. 
VISQUEEZ CPN 
A new and Emulsion 
superior method for block removal 
shutting off OILFRAC service. 
on water. 
TOOL T-0 FRAC Unemulsified 
or ungelled sand-oil 


Gelled, 
or thickened oil, 
fracturing 
service. 


ulic 4 
service. 


n-hole 
Itiple 


FORMJEL 
sbibisisd is dog For additional information on 
these services contact your nearby 


temporary blocking f : : 
peas BJ Service-Chemical Process field station 


BJ SERVICE, INC. 


General Offices and Laboratory — Long Beach, California 
Stations Throughout California, Rocky Mountain and Permian Basin Areas 





Chemical Process 


General Offices and Laboratory — Breckenridge, Texas 
Stations Throughout the Mid-Continent Area 





SUBSIDIARY OF BORG-WARNER CORP. 


ECOND ISSUE, MARCH, 1957 








THIRTY FIVE YEARS FOR DIGITAL 


A. D. “Art” Ketchum, the General Petro- 
leum Corporation field accounting expert. 
has just recently completed his 35th year 
as a toter- upper and taker-offer of digits 
and parts of digits for the House of the Fly- 
ing Horse, and in consequence has been 
dined and feted no end by his calculating 
brethren. We were nearby with cupped 
auricle while one of these complimentary 
sessions was in progress recently at the 
Petroleum Club of Los Angeles, and heard 
much that was good about this expatriated 
Iowan who has become an authority on 
tank capacities, expansion coefficients, wet 
and dry gravity, waters and emulsions, 
and all the wide gamut of factors that af- 
fect gauging. sampling, testing. and in 
general accounting for oil production. 

Art was born in Spencer, Iowa, received 
his preliminary education there and wound 
up by attending Northwestern University 
at Evanston, Ill. About this time, however, 
he heeded the admonition of Horace Gree- 
ley and hied into the deep west. landing 
eventually at Sacramento in 1914. There 
he took a foray into the banking business 
and kept himself busy for the next eight 
years more or less in sundry local enter- 
prises. Then in 1922 he was attacked by 
the petroleum virus and to this day has 
never been able to find a cure. 

















fee 





He began his oil career with General 
Petroleum Corporation as a gauger in the 
Fellows and Taft area, and when he had 
become fully proficient in the use of gauge 
tapes, plumb bobs, bottle thieves, hydro- 
meters and centrifuge machines, he was 
moved into the district office as accountant. 
Later he migrated to Santa Fe Springs 
production office, and then on to Vernon, 





whence for a period of years he a-ied gs 
relief accountant, filling in for vac: ':onj 
brother even as far off as Wyomg, In 
1953 he became a member of th: head 
office staff and remains there, ws field 
production accountant, 

Art, as the accompanying illu: ‘ration 
shows, finds his diversion on the go!! links, 
In other days he was quite a sharps’:ooter, 
batting pretty consistently in th: 70's 
which any player will tell you is high 
class golf. He can still loft a sizab!s diyot 
and belt the indented sphere aroun:i with 
admirable control of both his words ang 
the ball, but he doesn’t take the game 
nearly so seriously as he did once. 

In his Sacramento days, he organized 
his own orchestra, the Ketchum High 
Gravities, which played locally for dances 
and varied species of whingding. His in. 
strument was the banjo, and his {favorite 
selection peculiarly enough was an old 
Scottish piece, “The Gauger'’s Lament,” of 
which the first line was, “Oh, you tak 
the high gauge and I'll tak the low gauge.” 

Art and his ladylove, Hazel, make their 
home in Beverly Hills. They have one son, 
Don, at present in the service back in 
Texas, and they live quietly but usefully 
in the Ketchum Manor, with profound grati- 
tude for all the ministrations of that gen- 
erous provider, Pegasus. 





a chance to stage an old fash- 
ioned shivaree. Probably he is 
just a little irked at ole Snedder- 
horn because for the past two 
years or so, we have been toss- 


ing him about rather carelessly 
with swiftly applied and com- 
pletely paralyzing judo grips. 
Haven’t mentioned this before, 
but for a time we instructed a 


special commando corps in the 
rigorous arts of mayhem and 
slug. That was during the great 
gasoline war of 1928. How- 
ever, before we forget what we 
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STAYS ON PIPE STRING 
FOR THE ENTIRE TRIP 


The Foster Tubing Tong eliminates all time lost 
in putting tongs on the pive and removing them 
. . » reduces breakout and makeup time to one- 
third of that formerly required. 7 seconds to 
break out joint, 5 seconds to make up joint. 


EASY TO OPERATE 


This tong is counter-balanced when installed, 
and is moved up and down with practically no 
effort, to permit the unlatching of the elevators. 
Fatiguing labor is eliminated and the crew 
works faster, more efficiently . . . handles more 
work in a day's time. Safety is assured, no 
moving parts exposed. 





All Foster Representatives carry 
a complete inventory of spare parts 
for tongs and all models of Foster Catheads 


Represented by COASTAL ENGINEERING co. 
2907 L. St., Bakersfield, Cal. Ph. FA 2-0512 or FA 4-7760 


kn FASTEST in the FIELD! 


TRAILER MOUNTED HYDRAULIC 


TUBING TONG 


ASSURES UNIFORM TIGHTENING 


The Foster Tubing Tong grips all tubing, sizes 
2%” to 31/2”—on the upset or on the small of 
the pipe, without changing dogs or inserts. In 
ddition, it elimi tubing trouble caused by 
improper tightening. If the operator desires the 
pipe made up with 500, 700 or 1,000 foot 
pounds, a special valve on the hydraulic line 
can be set so that every joint in the string will 
be made up to that tightness, no more nor less. 





EXTRA DOG SETS 


The range of pipe sizes accommodated may be 
extended down to 112” pipe and up to 51/2” 
casing by the use of extra dog sets. Now 
available. 







CATHEAD COMPANY 
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Spaced, 


Just 
Right! 


ood Uv this one too ! 


There’s one nice thing about a large family. Somebody 
can always be found for every job that turns up. 


That’s certainly true of Bethlehem’s family of pumping 
units. A very large and versatile family, it covers the 
entire field of beam-pumping. When we call the roll, we 
begin with the midget 6D, the newest arrival. We finish, 
qu.te a while later, with the huge 640. Between the two 
extremes is every other type ever needed for modern 
pumping. 

The many different units are carefully graduated in size. 
This close graduation is important. It means that the 
step-up from one unit to the size just above is never 
illogical or awkward. Going one step higher is easy and 
economical for the customer; hence it’s unnecessary 
to risk overloads with too small a unit. 


Every Bethlehem pumping unit is painstakingly engi- 
neered for stroke, torque, beam and counterbalance 
capacity. Every unit represents true long-range pump- 
ing economy. Ask us to furnish full details. 


BETHLEHEM SUPPLY COMPANY 
General Offices: 21 E. Second St., Tulsa, Okla. 
West Coast Headquarters: Los Angeles, Calif. 

Export Distributor: Bethlehem Steel Export 
Corporation, 25 Broadway, New York, N. 


| tins 
‘ fie BETHLEHEM SUPPLY 
















came for, let us all join in 
wishing the newlyweds the 
most of the best in life’s top ad- 
venture! They are by all means 
deservedly popular young 
people for whom the best is 
none too good. 


News From The Netherlands 
Comes now a letter from Fred 

Tyler, Reed Roller Bit Company’s 

ambassador to the Netherlands. 


Fred is situated in Leiden which ap- 


pears to be about equidistant from 
Haarlem, Amsterdam, Utrecht, Rot- 
terdam, and The Hague, especially 
The Hague. This last city, which we 
natives call Gravenhage, is a sub- 
stantial institution in the province 
of South Holland and is just four 
miles inland from the North Sea. 
Despite the popular belief, it was 
not founded by Shell Oil Company, 
but the Shell does have its head- 
quarters there. Because much of the 
Netherlands is below sea level, it is 
frequently described as “a low lying 
country,” and there are those who 
have taken this expression to mean 
that the country is morally delin- 
quent. Nothing, of course, is further 
from the truth. The Hollanders are 
an upright and pious people. As a 
matter of fact, there is a strong 
movement on foot at this moment, 
sponsored by the Netherlands Clean 
Speech Association, to change the 
name of its two principal cities to 
Amsterdash and Rotterblank. Refer- 
ring again to our correspondent, 
Fred Tyler, whom we had almost 
forgotten in the excitement of the 
foregoing debate, here is the greatest 
exponent of rathskeller piano play- 
ing since the originator was shot 
in the Malamute Saloon. We'll tell 
more about that some other time, 
meantime, Fred sends his best to all 
the home folk, particularly the No- 
mads, and we would gather from his 
brief letter that he is enjoying him- 
self thoroughly on the far side of 
the Big Drink. 


A Boost For Harvey 


We extend hearty congrat- 
ulations to that up-and-coming, 
clean limbed, and well haber- 

’ dashed lad, Harvey Menard, 
who has just been made man- 
ager of operations in Signal 
Oil & Gas Company’s gas de- 
partment! Harvey is a pleasant 
mannered, easy to know young 
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GEA FOR INDUSTRY 
THE 


¢ LINE 


Oll FIE PUMPING UNITS 


A CABLE FROM ANKARA 


Communiques 
from our cus- 
tomers are al- 
ways of utmost 
importance to 
Lufkin, but we 
realize of no 
particular in- 
terest to the 
rest of the 


world. V. J. Fawcett 


But, darned if we can be so 
casual as not to mention some of 
our morning mail, cables, etc., just 
received from the land of Mosques 
and Minarettes—from a Biblical 
Land where stands lofty Mt. Ara- 
rat, best known of Turkish peaks, 
because Noah’s Ark was beached 
there—and Turkey is fast becom- 
ing a modern land of industriaiiza- 
tion, opening up development of 
her natural resources. 


One of these resources is oil. 
And, as every oil man knows, 
where there’s oil, there’s Lufkin! 
And that’s what the cable’s about 
—naturally. Turkey’s Raman Oil 
Field is Lufkin equipped. A per- 
sonal inspection trip made last 
year revealed complete satisfac- 
tion by all members of Turkish 
Petroleum Corpvration. Indeed, 
Lufkin is pleased to receive new 
orders for additional equipment 
reflecting the confidence of our 
Turkish friends. 


Also in the mail from Ankara, 
a letter from our friend, Ferdi 
Ozmen, who said good-bye to the 
many friends he left behind in 
California, following a three-year 
stay in Los Angeles with The 
Ralph M. Parsons Company as 
local representative for Turkish 
Petroleum Corporation. Ferdi tells 
of a new business venture in his 
home town, asks to be remem- 
bered to all. Our best wishes to 
you, Ferdi, and remember the wel- 
come mat is always out! 


‘ 


& MACHINE COMPANY 








chap who for some time as 
been functioning very effect: ve. 
ly on the reception line at F 2p 
gatherings, and in spite of is 
youthful appearance has }.ad 
lots of experience. His elevation 
must give Signal one of <he 
youngest executive strings on 
the Coast. With Frank “Dutch” 
Lortscher and Ed Stroud al- 
ready reducing the age mean to 
a mere nub, the Menard con- 
tribution should easily bring it 
down into the championship 
bracket. Signal must either 
catch ’em young or treat ’em 
kindly because no one would 
ever believe that any of these 
chaps are old enough to have 
put in the years that they have 
actually served. 


Ecuadorian High Brass 


It was our extreme pleasure a 
short time ago to host at the Petro- 
leum Club of Los Angeles, a very dis- 
tinguished gentleman and a very en- 
tertaining one, to wit, Captain Jorge 
Franco Wolf, Chief of Staff of the 
Ecuadorian Navy. The Captain was 
stopping briefly on the west coast 
to inspect some repair work on one 
of his country’s frigates and through 
a mutual friend became acquainted 
with our brother Norman. The brunt 
of the hosting was actually borne 
by cousin Pick McIver, the Shell 
Oil Company crude purchasing big- 
gie, and Norm, the artistic member 
of the Snedderhorn family, who 
speaks fluent Spanish with a slight 
Caledonian accent, paints murals, 
flays the piano, and engages in all 
sorts of cultural pursuits. The only 
hobby that we personally have had 
any luck with is the breeding of 
moths which, we find, thrive com- 
pletely undisturbed in a Scotsman’s 
wallet. But that is beside the ques- 
tion. The point is that with the aid 
of Pick who seems to know all about 
ships and their accoutrements, and 
the Captain who is also fully in- 
formed and, incidentally, speaks ex- 
cellent English, we had a most en- 
joyable time. That amazing group 
of islands, the Galapagos, furnished 
substance for some elevating dis- 
cussion and the Captain did a fine 
job of advertising the delectable 
flavor of Galapagos fish. Altogether, 
it was a very worthwhile interlude, 
thanks to the Captain’s conversation- 
al flair and complete friendliness. 
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Pardon The Omission 

Forgot to mention last issue, 
and thereby missed a scoop, 
that Ralph “Tex” Clemons, for- 
mer Bethlehemite, has organ- 
ized a concern, known as the 
Ralph Clemons Rental & Sales 
Company, for the purpose of 
dealing in new and used oilfield 
equipment. You can get a lot of 
first-hand information, you 
know, out of second-hand tools. 
Ralph also has a distributorship 
for Inland Steel Container Com- 
pany’s line of metal containers, 
including drums, pails, etc., and 
will probably add more lines 
of both new and used stuff when 
the occasion warrants. For the 
moment he is available at 3914 
Cherry Avenue, Long Beach, 
and if you need to rent or buy 
his type of oil equipment, or 
have need of a high tenor, better 
call him at GArfield 7-6727 or 
NEvada 6-2991 before he is 
grabbed by some other quartet. 


From The Shamrock 


In the mail also a billet-doux from 
Frances (Mrs. Earl) Daniels, the 
noted San Gabriel horticulturist, 
written from the Shamrock Hilton 
at Houston, Texas, and promising 
an early return to “the kind friends 
and gentle people” who live in her 
hometown. Frances and Earl were 
wending their way back to the land 
of eternal sunshine after attending 
the AIME convention in New Or- 
leans and coincidentally viewing the 
Mardi Gras with all its excitement 
from the presidential suite in the 
Roosevelt Hotel. They had a lovely 
time visiting with people in far 
away places but, reading the letter 
carefully, we detect the faint note 
of hankering that eventually drives 
people, no matter how much they 
like to travel, back to their own 
home firesides. The Caledonians ex- 
press this yearning beautifully in a 
plaintive song, entitled, “My Ain 
Folk,” which Snedderhorn will 
someday sing for you in the dialect 
—and probably flat. 


Mardi Gras Is Tops 


All of which reminds us that 
the Petroleum Club tossed a 
Mardi Gras party on the eve- 
ning of March 1 that wasn’t one 
whit less exciting than the New 
Orleans affair, It opened just 
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like the real thing with the coro- 
nation of the King & Queen, in 
this instance Jim and Peggy 
Kelley, and we'll bet that no 
brace of Louisianans ever fitted 
more appropriately into their 
royal robes. Jim looked just like 
one of these Hibernian rulers 
who used to foregather in 
Tara’s hall “with vassals and 
serfs” by his side, and even in 
ordinary attire, Peggy is a 
queenly gal, beautiful to look 
at, and with never under any 
circumstances, the slightest 
ruffle in her sleek plumage. Per- 
forming the coronal rites were 
Earl and Pat Hightower who 
represented a gentleman of the 
90’s and a chorine, respectively, 
and looked sharper than a pair 
of newly honed rapiers. The 
Hightowers were in immediate 
charge of this delightsome 
whingding, and made a lot of 
new friends by their gracious 
handling of the involved respon- 
sibilities. 


And Those Responsible 


In all respects this conventicle 
was top class, with about 75 couples 
in colorful costume dancing the 
night away to Barney Sorkin’s 
music, in a completely diverting at- 
mosphere, largely created by that 
decorating genius, June Luscher. 
Manning the controls on the entire 
deal was Cliff Sandland, the Braun 
Corporation higher-up and chairman 
of the Petroleum Club’s activities 
committee, who with his truelove, 
Betty, attended the party disguised 
as a despondent Chinese couple, 
Chin Hung Lo and No Hi Fi, here 
to open a laundry. Standing out 
among the many interesting cos- 
tumes was Dave Carnahan’s “Twin- 
kletoes” effect. Dave definitely has 
what would be termed the athletic- 
type torso, and in a little girl’s pink 
organdy dress and flaxen wig, he 
made a quite undainty but highly 
amusing miss. Lindy as a sort of 
harlequina looked no bigger than a 
minute and Dave might have ampli- 
fied his disguise by carrying her un- 
der his arm like a doll. The Doug 
Grahams were priceless as a pair 
of royal Saudi-Arabians, and Jim 
West might easily have been a near 
relative. It was no end of fun and 
we'd like to tell you more but that’s 
all we have time or space for here. 


By way of last minute round- 
up we hear that Bill Wiley has 
resigned from McCullough Tool 
Company; Dave Conklin the 
Dupont biggie who is going to 
take charge of the petrochemi- 
cals division in Europe dropped 
in a day or two ago to say hello; 
the PPP will meet in Bakers- 
field on May 4; Petroleum Club 
of Los Angeles will have a Cin- 
co de Mayo’ party on May 3; 
John Chesnut, research coordi- 
nator for Dresser Industries in 
Dallas, has developed a deep 
southern drawl, and is very 
happy with that and all his 
other circumstances; congrat- 
ulations to Bill Conroy who is 
still having birthdays; the same 
to Elmer Decker and Ted For- 
syth both of whom were born 
on April 1—you can draw your 
own conclusion!; long years 
of happiness to Ross Wiley, the 
Eastman executive, whom we 
have come to know well and ad- 
mire much in the past few years. 
Ross has gone into partial re- 
tirement; as of March 12; El- 
liott Manufacturing Company 
was sold to Saunders Brothers 
of Whittier, and O’Mara Tool 
Company is no longer manufac- 
turing or selling Elliott equip- 
ment, according to Ray Elliott; 
F. P. “Red” Gribbin, was host 
to the C. C. Scharpenbergs and 
some of their friends the other 
evening. After dinner, Red, who 
is a PPP director, presented 
Scharp a Life Membership in 
the Pioneers’ organization and 
some high compliments on his 
contribution to the industry; 
that good looking young couple 
who are making television his- 
tory on the Edgar Bergen show, 
Eric and Helena Gude, sure look 
as if they know all the answers. 
Eric is an employee of Macco 
Corporation, and is a son of 
Hans Gude who is well known 
in the oil industry; and that, 
as the newsmen say is thirty 
for now. Did you hear about the 
two drillers who met on the 
street one night? Says the one, 
“Did you hear that Hank 
O’Hare dropped dead on the rig 
floor yesterday?” Says the other, 
“Well, what do ye know about 
about that? How deep were 
they ?” 
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Arizona 

The rush for oil and gas leases, ac- 
companied by a rash of rumors, gath- 
ered momentum in March, with indi- 
cations that the end was not yet in 
sight. There was a heavy play for both 
state and federal lands, and there were 
reports that some of the majors were 
behind the stampede to tie down prom- 
ising acreage in the northern part of 
the state. Nowhere, however, was 
there confirmation of this reported in- 
terest by large companies. Leases were 
taken out in the names of individuals, 
most of whom were not recognized as 
customary participants in lease play. 

Meanwhile, there was, little actual 
oil activity, but there was promise of 
much to come, and if the current in- 
terest is maintained, an early-in-the- 
year national forecast that only 10 
wells would be drilled in Arizona this 
year appeared to fall very short of 
the mark. 

The rush was the greatest in several 
years. In one week alone, leases on 
125,000 acres of state lands were is- 
sued by the state land department at 
Phoenix. Most of the acreage was in 
Apache and Navajo Counties in an 
area between the Sitgreaves National 
Forest and the Navajo Indian Reser- 
vation. 

Persons acquiring state leases pay a 
fee of 25 cents per acre. If production 
is obtained, the fee becomes $1.25 per 
year for each acre, and the lease holder 
also pays a state royalty of 1214 per 
cent. 

Besides the state acreages, federal 
leases for the early part of March 
totaled 200,000 acres. 


Utah 

Between the Aneth and the East 
Aneth fields in San Juan County, Con- 
tinental Oil recovered 500 feet of oil 
in a test of an undisclosed formation 
at the No. 1 Navajo H, c sw se 21-40s- 
25e. The test was taken at 5780-5854 
feet, and recovery included 900 feet 
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of gas and oil cut mud and 900 feet 
of salt water. 
Don E. Woodward of Santa Fe 
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New Mexico—Utah—Wyoming—Western Canada 


Springs, Calif., is drilling the first 
test of the new White River Unit in 
Unitah County. The initial well is the 
No. 1 Federal, spotted in c ne ge 
14-2s-22e. 

Drill stem tests of the No. 1 Tribal 
Southern Union, c se se 10-43s-25e, 
San Juan County, have revealed en- 
couraging shows. Joseph E. Burke, Jr., 
and New Drilling are the operators. 

Gulf Oil is preparing for further 
tests at the No. 1 Gulf-Aztec-Monte- 
zuma-Federal, c ne nw 25-37s-23e, 
San Juan County, where earlier tests 
yielded small amounts of oil. Produc- 
tion was obtained from the Pennsyl- 
vanian. 

Gulf has abandoned a San Juan 
County wildcat, the No. 1 White Mesa, 
c ne ne 27-42s-23e, after drilling to 
6457 feet total depth. Some shows 
were found. 

Texota Oil is drilling a second test 
in the Fish Creek area of San Juan 
County, the No. 2 Utah Federal H, se 
ne 14-38s-20e. The first test was the 
No. 1 Utah Federal H, just to the 
north, and apparently was unsuccess- 


ful. 


New Mexico 

Six miles north of the Bisti field, 
in an area that has seen little previous 
drilling, El Paso Natural Gas has 
brought in an excellent producer from 
the Gallup which is expected to set 
off a flurry of new activity in the 
general area. El Paso’s discovery is 
the No. 1-F Sullivan, nw se sw 32- 
27n-12w, San Juan County. Operator 
recovered 525 barrels of oil and 
415,000 cubic feet of gas per day 
through 28/64-in. choke. The Gallup 
was topped at 4742 feet. 

Lion Oil has recovered oil at the 
rate of five barrels per hour by swab- 
bing at the No. 1 Atlas, se nw se 34- 
25n-10w, San Juan County. Produc- 
tion was from the Gallup, topped at 
5364 feet. 


Pan American Petroleum, drilling 
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a Mississippian test at the No. 1 Gulf- 
Navajo, ne nw nw 4-25n-l6w, San 
Juan County, has found shows in a 
drill stem test of the Dakota at the 
interval 4600-44 feet. 

Continental Oil is continuing tests 
at the No. 1 Rodgers Block C, c nw sw 
24-23n-7w, Sandoval County, after 
swabbing 35 barrels of oil in a nine- 
hour test of the Gallup. The well was 
drilled to 6659 feet total depth in the 
Morrison and was plugged back to 
6306 feet. The Gallup was topped at 
5272 feet, and the production was ob- 
tained through perforations at 5428-42 
feet and 5486-5500 feet. 

In Rio Arriba County, Pan Amer- 
ican Petroleum is swabbing at the No. 
9 Jicarilla-148, nw se sw 15-25n-5w. 
Shows were encountered in a drill stem 
test at 7481-7560 feet. The same op- 
erator is continuing swab tests. In 
San Juan County at the No. 1 Hoover, 
se nw sw 23-30n-1l6w. 


Colorado 

Malco Refineries recovered 200 bar- 
rels of oil per day at the No. 2 
Kowach, c se nw 25-6n-90w, in Moffat 
County. Operator has completed the 
well, which is in the Buck Peak area. 
It was drilled to 6750 feet total depth, 
and production was found in the Tow 
Creek and Niobrara formations. 

D. D. Harrington is drilling a Mis- 
sissippian test, the No. 1 State A, c ne 
sw 34-19s-48w, in Kiowa County. It is 
scheduled for about 5300 feet. 

Reynolds Mining will test the Para- 
dox at the No. 1 Warren, c sw sw 24- 
43n-19w, San Miguel County. At last 
report, operator was drilling below 
1550 feet. 

In Moffat County, Continental Oil 
is drilling a Mancos test, the No. 1 
Robertson, ne se sw 3-6n-92w. Objec- 
tive is expected at 3500 feet. 

Pan American Petroleum recovered 
660 feet of oil ina one-hour drill stem 
test of the No. 1 Drum, c nw ne 5-2n- 
53w, in Washington County. The re- 
covery included 360 feet of water and 
was from the D sand, with the test 
taken at the interval 4760-73 feet. 

Continental Oil will test the Paradox 
at the No. 5 Ute Indian, c nw sw 19- 
32n-19w, Montezuma County. It is 
scheduled for about 6500 feet. 

The California Company will test 
the Hygiene, where shows were found 
on the way down at the No. 1 Denny, 
sw ne se 27-7n-67w, Weld County. 
The well was drilled to 9100 feet total 


SECOND ISSUE, MARCH, 1957 


Roughnecks call her 
the most useful 
animal 


in the world a 
...and folks who 
have used Figure 900 Unions 
call them the most useful 
unions in the oil field! 
Here, truly, is a  multi- 
purpose union. Used with a 
full opening insert, it provides 
conventional duty on pump 
suctions, compressor lines, 
manifolds and other piping 
systems. Used with an easily 
interchangeable blank insert, 
it blocks the line against pres- 
sure or vacuum. Sizes, 1” 
through 12”, 4000 psi test 
pressure. 


Figure 900 
Line Blind Union 


California: 
lee Snodgrass Co. — South Gate, Cal. 


Through Your Supply Store 


YALE MACHINE WORKS 


BOX 10117 


@ HOUSTON, TEXAS 


Distributed by YALE SALES COMPANY 
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depth and plugged back to 4350 feet. 

D. D. Harrington recovered gas at 
the rate of 5,010,000 cubic feet per 
day from the No. 1 Morse A, c se nw 
28-20s-48w, in Kiowa County. Pro- 
duction was obtained from the Mor- 
row sand at the interval 4728-40 feet. 

Murphy Corp. and Sahland Oil Re- 
fining have staked location for a Lyons 
test in Lincoln County, the No. 1-6 
Bennett, c ne ne 6-10s-55w. It is 
scheduled for 5700 feet. 

Davis Oil has launched the first 
of a series of wildcats in Washington 
County on acreage farmed out by Pan 
American Petroleum. All State Oil 
and Black Hills Drilling also are par- 
ticipating in the venture. First test is 
the No. 1 Purdy, c se sw 35-1n-5lw, 
which will go to the J sand. 


Wyoming 

The Ohio Oil Co. has found good 
gas and distillate shows from the Cam- 
brian at its deep test in Oregon Basin. 
The well is the No. 22 Samuel, c sw 
nw 32-51n-100w, in Park County. On 
a drill stem test of the Gros Ventre 
member of the Cambrian group, op- 
erator recovered gas at the rate of 
3,271,000 cubic feet per day and 65 


feet of distillate. A later test of the 
Flathead formation in the Cambrian 
recovered gas at the rate of 3,500,000 
cubic feet per day and 95 feet of dis- 
tillate. 

Tennessee Gas Transmission gauged 
a pump recovery of 33 barrels of oil 
per day at the No. 1 Cole, c ne ne 
23-50n-76w, in Campbell County. Pro- 
duction was obtained from the Park- 
man member of the Mesaverde after 
sandfracing. Top of the Parkman was 
logged at 6748 feet. 

Padon and Padon have abandoned 
a second Platte County test, the No. 
2 Swan, nw nw nw 12-23n-67w. It 
was drilled to 3907 feet total depth and 
was located two miles northwest of 
another failure, the No. 1 Swan. 

A 5000-foot Dakota test will be 
drilled in Crook County by Emery 
Gariepy. This will be the second Da- 
kota test by this operator in the same 
area and will be the No. 2 Briggs- 
Gariepy, ne nw ne 29-50n-67w. 

Ohio Oil, which recovered 384 bar- 
rels' of oil per day at the No. 1 Dia- 
mond Ranch Unit, se sw 24-20n-78w, 
in Carbon County, has completed the 
well at total depth of 5821 feet. Pro- 
duction was obtained from the Lakota 
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Yes, indeed. Miles and-miles of Roebling Royal Blue and 


. Roebling Blue Center wire rope for all your requirements. 
REPUBLIC has all the : anes 


Royal Blue, you know, is the new rope, stronger than any 


wire rope you want... previously made. It has all kinds of excellent 


qualities to recommend it... unequaled resistance to 
abrasion, fatigue, impact, crushing and shock. 
and the best, too... 


And, of course, Blue Center has proved itself for as many 
ROEBLING 


satisfactory years as you can think of. 


All of this (we’re sure you know) is immediately available 
for equally immediate delivery in true Republic style. 
Following this is Republic’s personal attention to all “after 
delivery” details. Which is one sure way of saying “Service.” 
A call to any of our branches will get prompt attention. 
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at the interval 5377-5426 feet. The 
operaior found oil both in the Lakota 
and tne Muddy formations in a con- 
firmaiion to the discovery. 

Brobar Mines and Oils, Ltd., of 
Toronto will test the Madison at ex- 
pected depth of about 3320 feet at the 
No. i Sun Tribal, in 21-7n-lw, Fre- 
mont County. 

A. T. Wallace, Casper independent, 
is running electric log at the No. 1 
Rook et al, c se se 6-28n-92w, in the 
Kirk area of Fremont County. The 
well is an offset to Sinclair’s No. 1 
Kirk Unit, which found production 
in the Phosphoria but which was later 
plugged and abandoned after it was 
found the production was not com- 
mercial. 

Mobil Producing Co. is abandoning 
a Parkman test in Converse County, 
the No. 41-26 LeBar Unit. No sub- 
stantial shows were found in the 
Parkman. 

Sohio Petroleum is coring below 
6000 feet after finding shows at the 
No. 3 Unit, ne nw ne 32-55n-95w, 
Big Horn County. The wildcat is a 
scheduled Tensleep test, with objec- 
tive expected at 8500 feet. 

A 14,000-foot Nugget test drilled 
by Superior Oil in Sweetwater County 
is waiting on orders. The well, the No. 
1-18 Govt.-Butterwick, c se nw 18- 
13n-99w, was drilled to 14,060 feet 
total depth. 


Montana 

Amerada Petroleum is preparing to 
tun a swab test at its No. 1 Sudan, c 
se sw 23-9n-27e, in Musselshell Coun- 
ty, after drilling to 6424 feet. Operator 
has set pipe and perforated opposite 
the interval 6310-6330 feet. The well 
is a confirmation to the field discovery, 
the No. 1 Goffena, c nw ne 26-9n-27e, 
which was drilled by Texota Oil and 
found production in the Amsden. The 
Amsden in the confirmation was 
topped at 6270 feet, and a drill stem 
test at 6291-6321 feet recovered 720 
feet of oil. 

Amerada’s No. 1 Loucks in Sheri- 
dan County was last reported drilling 
below 10,300 feet in the Winnipeg. 
The wildcat is in the Outlook area and 
is located in c ne sw 35-36n-52e. Op- 
erator recovered 30 feet of free oil 
in a drill stem test at 9900-9940 feet 
in the Ordovician. Two tests at lower 
intervals recovered salt water. 

'n Valley County, Phillips Petro- 

‘m is coring below 7400 feet at the 
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No. 1 Unruh, c ne ne 23-31n-45e. 

Phillips, which is drilling a Winni- 
peg test at the No. 1-A Sethre, c se 
se 20-30n-48e, in Roosevelt County, is 
drilling around 8975 feet, with the 
objective expected at 9400 feet. 

After drilling to 7011 feet at the 
No. 1 Yaeger, c sw nw 6-23n-6w, in 
Teton County, Phillips plugged back 
to the Sun River at 4887 feet for a 
scheduled drill stem test. 

R. L. Manning is drilling below 
6850 feet at the No. 1 Govt.-Emrick, 
c ne nw 1-7n-30e, in Yellowstone 
County. A drill stem test of the Ams- 
den recovered water. 


A stepout west of the Melstone field 
yielded 177 barrels of oil on a 48-hour 
pump test. Lawrence Barker, Jr., has 
completed the well, which is the No. 1 
Hougen et al, nw sw nw 22-10n-29e, 
Musselshell County. The test was op- 
posite the interval 4236-56 feet in the 
Tyler sand. 

Shell Oil, which will test the Ordo- 
vician at the No. 44X-16 State, se se 
16-18n-53e, in Dawson County, is 
drilling below 7800 feet. The objective 
is expected at 10,900 feet. 

Mobil Producing will test the Mis- 
sion Canyon in the Pennel field of Fal- 
lon County with the No. 11-M-1-NP, 
s¥%4 nw nw 1-7n-59e. At last report, 
operator had landed casing at 1713 
feet and was waiting on cement. This 
will be the first Mississippian test in 
the field, which has been proved for 
production in the Ordovician. 


North Dakota 

Calvert Drilling abandoned its 
Dickey County wildcat, the No. 1 
Kamm, e% nw nw 22-129n-66w, at 
3165 feet total depth in the pre-Cam- 
brian. 

Continental Oil and Pure Oil recov- 
ered salt water in the Mission Can- 
yon at the No. 1 Albrect, c ne ne 27- 
146n-77w, Sheridan County, and have 
abandoned the test. The wildcat was 
drilled to 4650 feet total depth. 

Amerada Petroleum has shut in its 
Red River (Ordovician) discovery in 
the Beaver Lodge field, the No. 1 Iver- 
son-Nelson, nw se ne 2-155n-96w, 
Williams County. Operator recovered 
241 barrels of condensate and 8,140,- 
000 cubic feet of gas in a 16-hour test 
of the interval 12,810-846 feet. 

In Bottineau County, Lowell J. Wil- 
liamson_is drilling below 3690 feet at 
the No. 1 Henning, c sw sw 22-159n- 
81w. The well is in wildcat territory. 


North Central Oil is drilling a wild- 
cat in Renville County, the No. 1 Mott- 
FFMC, sw ne 6-136n-86w. 


South Dakota 

Ohio Oil is drilling a 4000-foot 
granite test at the No. 1 Reinschmidt, 
ne 27-112n-76w, in Hughes County. 

Shell Oil is continuing a series of 
tests, the latest being the No. 4-23 
State in ne ne 23-18n-8e, Harding 
County. The company is abandoning 
the No. 14-4 H. J. Johnson, c sw sw 
4-29n-8e, after drilling to 8817 feet 
total depth. 


Nebraska 


Chandler-Musgrove and Ellis Jones 
swabbed 13.5 barrels of oil per hour 
from the No. Aue, se se ne 15-15n- 
55w, Kimball County. Production was 
from the J sand through perforations 
at 6169-73 feet. Earlier, in a drill stem 
test at 6163-93 feet, operator recov- 
ered 3775 feet of oil. The well is a 
mile and a quarter east of the Strain- 
State field and a mile and a half north 
of the Rodman field. 


Raymond Oil is drilling a confirma- 
tion to a Banner County discovery. 
The new test is the No. 1 Johnson A, 
c nw nw 12-1n-54w. Raymond Oil and 
Stuarco Oil drilled the discovery, the 
No. 1 Johnson, c sw sw 1-17n-54w, 
which yielded over 4400 feet of oil 
on a drill stem test of the J sand. 

British-American Oil is drilling the 
No. 1 Johnson N, c ne ne 25-15n-57w, 
in Kimball County. This is intended 
as a confirmation of the No. 1 Lane, 
c nw nw 30-15n-56w, which was 
drilled by Lowell J. Williamson. A 
two-hour drill stem test of the j sand 
at the No. 1 Lane yielded 3705 feet 
of oil. 

Pan American Petroleum is con- 
tinuing drilling at the No. 4 Edwards, 
c se sw 22-18n-56w, a wildcat south- 
west of the Harrisburg field. A suc- 
cessful test of the J sand was run, 
with 3935 feet of oil recovered from 
the interval 6567-87 feet. 


The No. 1 Stark, nw nw nw 5-17n- 
51w, in Morrill County, has been aban- 
doned after going to 5184 feet total 
depth. Wytex Oil and W. C. McBride, 
the operators, found non-commercial 
shows in the venture. 

Petroleum, Inc., is preparing to com- 
plete the No. 1 Meredith, c sw se 
21-14n-57w, Kimball County. Oper- 
ator recovered 350 feet of oil in a drill 
stem test at 6947-54 feet, in the J sand. 
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SEEING EYES FOR SCULPTORS OF METAL 


A BILLION battles take place daily as America’s machine 
tool operators watch their super-hard precision cutting 
tools shape reluctant metal to industry’s needs . . . with 
an accuracy as close as one ten-thousandth of an inch. 

Oil carries away the heat of these battles . . . flowing 
constantly over the friction-heated cutting tools to save 
them from destruction. 

Here Texaco Research has made a vital contribution. 
Once all cutting oil was opaque. The operator could not 


see his work. Then Texaco developed the first transpar- 
ent cutting oil. Now the machinist could see the tools in 
operation, control them with greater accuracy, guard 
against the waste of imperfect workmanship. 

Texaco Research has scored “firsts” 
in many fields. Its highly-developed 
manpower and facilities work in many #7 _TEXACO 
ways to serve all industry everywhere. 

THE TEXAS COMPANY 


TEXACO RESEARCH -— always ahead 


CALIFORNIA OIL WORLD 





soci: 
pan) 
Mec 
M 
Los 
acti’ 
dust 
leun 
Pet: 
Clut 
pres 
Ath 
Ai :9 


SE < 


Hester Advances 
At McCullough 

I. J. McCullough, president of Mc- 
Cullough Tool Company, has an- 
nounced the appointment of Harry E. 
Hester as executive assistant to the 
president. Mr. Hester will aid the 
president in all phases of company 
operations. 


Harry E. Hester 


Mr. Hester joined McCullough Tool 
Company in 1941 as sales engineer, 
later served as purchasing agent, and 
since 1944 as export and personnel 
manager, Pacific and Mountain Divi- 
sions. For seven years prior to join- 
ing McCullough, Mr. Hester was as- 
sociated with Grant Oil Tool Com- 
pany and, previous to that, was with 
Medearis Oilwell Supply. 

Mr. Hester has been a resident of 
Los Angeles for 42 years and is an 
active member of the Personnel In- 
dustrial Relations Association, Petro- 
leam Production Pioneers, American 
Petroleum Institute and the Petroleum 
Club of Los Angeles. He is a past 
president of the Southeast Industrial 
Athletic Association and of the Los 
Angeles Chapter of Nomads and is 
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currently attending the Executive Pro- 
gram at the University of California 
at Los Angeles. 


Ziegler Heads 
HOWCO Safety 

Halliburton Oil Well Cementing 
Company’s new manager of safety is 
Harry B. Ziegler. He succeeds Irby 
B. Cate, 33-year Halliburton veteran, 
who retired recently. J. I. Jordan, for- 
merly a safety director for field opera- 
tions, has been named to the new po- 
sition of assistant manager. Both Zieg- 
ler and Jordan are based at Hallibur- 
ton’s Duncan, Oklahoma, headquar- 
ters. 


Harry B. Ziegler 


Mr. Ziegler was a driller in south- 
ern Oklahoma when he joined Halli- 
burton in 1926 at the company’s Dun- 
can headquarters. His first assignment 
was helping introduce the drillstem 
testing service, and late in 1926 he ran 
the petroleum industry’s first commer- 
cial drillstem test. 

Field assignments in Texas, Okla- 
homa, Louisiana, Illinois and Kansas 
as a tester, fieldman, credit manager 
and assistant division manager were 
held by him until 1946, when he trans- 


ferred to Duncan. Since then he has 
helped operate Halliburton’s safety de- 
partment (begun in 1945) and until 
his promotion was a safety director 
for field operations. 

Since Mr. Ziegler joined the depart- 
ment, the vehicle accident rate has 
been cut two-thirds. During 1956 Hal- 
liburton vehicles drove over 96,000,000 
miles. 

As manager of safety, Ziegler di- 
rects four safety supervisors at Hous- 
ton and Midland, Texas; Casper, Wy- 
oming; and Duncan, Oklahoma; and 
the Duncan shops’ safety operations, 
including the shops’ safety director, 
first aid supervisor and assistant and 
an industrial nurse. 

Mr. Jordan joined a Halliburton 
predecessor company in 1934 at Ven- 
tura, California, and worked as driver, 
cementer, tester, fieldman and district 
supervisor until 1951, when he trans- 
ferred to the Duncan safety depart- 
ment from Houston. During 1956 he 
was on a special assignment for the 
company’s personnel relations depart- 
ment helping develop a new field train- 
ing program. 


Wilfred R. Riggs, Jr., has been ap- 
pointed manager, commercial research 
department, Kaiser Steel Corporation, 
B. E. Etcheverry, director of general 
planning division, announced. 

The department, headed by Riggs, 
conducts market research studies and 
operations analyses for Kaiser Steel’s 
executive management. He has been 
associated with the department since 
1949 and was formerly assistant di- 
rector of general planning. 

Riggs is a native of Springfield, 
Ohio, and served two years with the 
Navy Air Corps. He is a graduate of 
the University of California with a 
masters degree in business administra- 
tion. 

Riggs is a member of the American 
Marketing Association. He lives with 
his wife and two sons in Lafayette, 
California. 
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For over 65 years, the S. M. Jones Company has applied 
advanced fie/d research, engineering, and metallurgy 
to the manufacture of sucker rods, 


RESULTS: 


THE S. M. JONES 
COMPANY 


Division of Buffalo- 
Eclipse Corporation 


Jones Sucker Rods that are the stand- 
ard of comparison because of their 
proved longer life. 


“The S. M. Jones Company modern 
manufacturing plant, Toledo, Ohio” 


General pe and Factory: 


Sales Office: Enterprise Buildin: 
TULSA, OKLAHOMA 
Export Sales Representatives: 
IDECO—Division of-Dresser Equi t 
Company, Republic National Bank Building, 
Dallas, Texas, and’ 
Chanin Building, Nework City 
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President John J. Pike of The Republic Supply Company of California (right) congratu- 
lates Assistant Industrial Sales Manager Richard W. Park (left) as he receives his dip- 
loma for a course in machine-shop practice and the end uses of the shop tools and ac- 
cessories which the company sells. A. O. Mark, Vice-President and Director of National 


Schools (center) look on. 


New Positions Reported 
In Signal’s Gas Department 


Signal Oil and Gas Company has 
named Harvey Menard manager of 
operations of the gas department, it 
was announced by J. B. Taylor, Jr., 
assistant manager of the department. 
Menard had been general superintend- 
ent of the gas department. 


Joining Signal as manager of engi- 
neering and construction in the gas de- 
partment is David R. Arnold, Taylor 
further reported. Arnold was former- 
ly manager of manufacturing for Guy 
T. Martin & Co., Inc., and was assist- 
ant superintendent of the manufactur- 
ing and sales department of The Su- 
perior Oil Company. 


Another newcomer to Signal’s staff 
is Marvin S. Winders, the mechanical 
engineer for the company’s gas de- 
partment. He was previously with the 
Natural Gas Pipeline Company of 
America and its affiliate, the Texas- 
Illinois Natural Gas Pipeline Com- 


ordinate the widespread operations of 
its expanding gas department, Taylor 
stated. During the last three years, 
Signal has completed two plants for 
production of natural gas liquids; one, 
combining sulphur recovery, is located 
at Tioga, North Dakota, and the other 
at Fox, Oklahoma. In addition, sul- 
phur recovery plants have been built 
in Worland, Wyoming, in this period. 

Gas products are an important part 


of Signal’s petroleum production, Tay- 
lor pointed out. He said that Signal 
is currently producing approximately 
11,500 barrels per day of natural gas 
liquids. 


C.N.G.A. Honors Oldtimers 

Three hundred members and 
guests of the California Natural 
Gasoline Association gathered at 
Newhall on March 8th to honor 
some of the Oldtimers who had con- 
tributed so much to the Association 
and to the natural gasoline industry 
in the last thirty-five years. 


5 


j : 
(Left to right): F, E. Huff, John Rogers, C. B. 
Kimberlin, President R. W. Todd, Henry N. 
Wade and A. K. Hegeman. (W. L. Cowan 
not in picture.) 


Six Life Memberships were 
awarded to men who had retired 
from active participation in the in- 
dustry by Raymond W. Todd, Pres- 
ident of C.N.G.A. Those receiving 
this award were: Floyd E. Huff, 
Standard Oil Company; John 
Rogers, Cooper-Bessemer Co.; C. B. 
Kimberlin, Seaboard Oil Company ; 
Henry N. Wade, Stearns-Rogers; A. 
K. Hegeman, Clark Bros. Inc. and 
W. L. Cowan, Union Oil Co. of Cali- 
fornia. The latter was unable to at- 
tend because of illness. 


Graduating class at The Republic Supply Company of California. These white-collar 
men received diplomas for a course in machine shop practice. Salesmen, Purchasing 
Department employees, Order and Quotation Department Personnel, and sales execu- 
tives at the Republic Supply Company of California studied machines, tools and shop 
practice so that they could do a better job of sales and service. 


pany. 
The new managerial positions have 
be-n created by Signal to better co- 
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UNBEATABLE COMBINATION 
FOR HYDRAULIC PUMPING 


~~ 


wy 


neti. 


SECO OIL HEATERS & M-M EBULLITION ENGINES 


SAVINGS 
Engine waste heat transferred to oil 
resulting in improved hydraulic 
system operation and lowest pump- 
ing costs. 


SIMPLICITY 
Ebullition cooling allows removal of 
engine fan system and water pump 
increasing available power 20%. 


SERVICE 
Low flat rate maintenance service 
available. 


SAFETY 


Exhaust exchanger in oil heater 
lowers engine exhaust gas tempera- 
ture below oil flash point eliminat- 
ing fire hazard in case of ruptured 
oil line. 


SHRIMPTON 


MFG. & SUPPLY COMPANY 


CTURERS — NT 
MANO OILFIELD EQUIPME 


TRIBUTORS—  vcines 
DISTR HB ous « MOLINE ENGINE 
Glendive . 
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Earle M. Jorgensen Co. 
Elecis New Board Members 


Two Los Angeles business men, 
L. O. Ivey and Maynard J. Toll, have 
been elected to the board of directors 
of Earle M. Jorgensen Co., steel dis- 
tributors. Mr. Ivey is vice chairman 
of the board of Citizens National 
Trust and Savings Bank, and Mr. Toll 
is a member of the law firm of O’Mel- 
veny & Myers. The Jorgensen com- 
pany distributes steel and aluminum 
products and manufactures steel forg- 
ings, with plants in Los Angeles, Oak- 
land, San Francisco, Houston, Dallas, 
and Tulsa. 











~ 


L. O. Ivey 


Ivey began his career with Citizens 
Bank in 1903. Since that time he, 
succeedingly, has been appointed as- 
sistant cashier, vice president, director, 
executive vice president, member of 
the executive committee, and has 
served as vice chairman of the board 
since 1953. Toll, a native of Los An- 
geles, is a member of the boards of 
directors of All Bearing Service, Inc., 
Welfare Federation of Metropolitan 
Los Angeles, and National Legal Aid 
Association, and is vice president of 
the Youth Tennis Foundation of 
Southern California. 


Offices held by Mr. Ivey in other 
organizations include trustee of Clare- 
mont Men’s College, director of the 
Friends of the Colleges at Claremont, 
director and treasurer of the Los An- 
geles Athletic Club, director of the 
Western Compress Company, director 
and president of the Widgeon Land 
Company, and member of the board of 
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Maynard J. Toll 


governors of the United Cerebral Pal- 
sy Association of Los Angeles County. 


Toll is a member of the boards of 
trustees of Town Hall and the Albert 
H. Stone Educational Fund, and 
serves as president of the Friends of 
Occidental College. He was formerly 
president of the Los Angeles City 
30ard of [ducation, chairman of the 
Community Chest Campaign of Los 
Angeles area, and president of the 
California Alumni Association. He at- 
tended Glendale public schools and the 
University of California, and was 
graduated from Harvard Law School 
in 1930. He is a member of the Los 
Angeles and American Bar Associa- 
tions. 


Ivey is a member of the American 
Institute of Banking, Association of 
Reserve City Bankers, L. A. Cham- 
ber of Commerce, and the California 
Cattle Feeders Association. He _ be- 
longs to the California Club, Lincoln 
Club, Petroleum Club of Los Angeles, 
Stock Exchange Club of Los Angeles, 
and Town Hall. 

Other directors of the Earle M. Jor- 
gensen Co. are Earle M. Jorgensen, 
chairman, E. M. Smith, C. Schriber, 
P. C. Childs, and D. Q. Bowman. 





Jones Appointed Plant 
Engineer at Fontana 


Malcolm A. Jones is plant engineer 
at the Fontana steel plant of Kaiser 
Steel Corporation, it was announced 
by James P. Williams, manager of 
engineering and planning. 


In his post, Jones is in charge of 
plant engineering and is also responsi- 
ble for the coordination, with opera- 
tions of the $113,000,000 construction 
program currently being carried on by 
Kaiser Engineers Division of the 


Kaiser organization. 





i 
M. A. Jones 


He was formerly assistant chief en- 
gineer at the Lackawanna, New York, 
plant of the Bethlehem Steel Company 
from 1939 to 1956. 


New York born, Jones received his 
early education in Jamesville High 
School, graduating from Syracuse 
University with a B. S. degree in me- 
chanical engineering. A New York 
State licensed professional engineer, 
he is a member of the New York State 
Society of Professional Engineers and 
is a member of the Association of 
Iron and Steel Engineers. 


Malcolm Jones resides in River- 
side, California, at 2924 Cimarron 
Road with his wife, Lois, and their 
two children, Davy, 15, and Gary who 
is 10. 





D. R. Turner has joined the firm 
of Ehrhart & Associates, Inc., Los 
Angeles and San Francisco, engineers 
and constructors, as a project manag- 
er. Mr. Turner comes to E & A from 
Tulsa, Oklahoma, where he was en- 
gaged in the management of contract 
engineering and construction projects 
performed for the oil and petrochemi- 
cal industry. He will be located at 
the company’s main office in Los 


Angeles. 


Page 29 








Mr. Oldtimer of 1957 was an- 
nounced by President Todd to be the 
holder of membership card No. 1 
in the Association, Mr. J. A. Camp- 
bell of Long Beach. The recipient 
was unaware of his selection until 
the announcement was made. There 
followed a long procession of life 
long friends who surprised Julian 
by their presence. Mr. Campbell was 
the first vice-president of C.N.G.A. 
in 1926 and has held many commit- 
tee chairmanships as well as a con- 
tinuous membership since that time. 
At the conclusion of the program he 
was presented with engraved solid 
silver cuff links and accorded a 
standing ovation by those in at- 
tendance. 


Lane-Wells Company 
Announces Personnel 
Changes 


E. T. Robertson, Area Manager at 
Magnolia, Arkansas, has been re- 
classified to Assistant District Man- 
ager of the Lane-Wells Arklatex Dis- 
trict and transferred to Shreveport, 
Louisiana. 


Lee Moses, Station Manager at Re- 
fugio, Texas, was transferred to Mag- 
nolia, Arkansas as Area Manager. W. 
J. Anderlohr has been named field 
Service Operating Engineer in Charge 
of the Refugio Truck Station and has 
been transferred from Corpus Christi, 
Texas. 

N. S. Kimball, Jr., Field Service 
Operator in Hobbs, New Mexico, has 
been reclassified to District Sales En- 


gineer Trainee and transferred to 
Alice, Texas. E. H. Peveto has been 
reclassified from District Logging En- 
gineer to District Logging and Me- 
chanical Engineer with headquarters 
at Alice. 

W. E. Johnson has been designated 
Field Service Operator in Charge of 
the Cisco, Texas Truck Station. 

R. E. Jordan, Senior Division Me- 
chanical Engineer, Houston, Texas, 
was transferred to Head Office [engi- 
neering Department in Los Angeles, 
California. R. B. Reynaud, District 
Mechanical Engineer at Harvey, Lou- 
isiana, was transferred to Houston as 
Senior Division Mechanical Engineer. 
P. A. Pausky, Division Mechanical 
Engineer in Houston was transferred 
to Head Office Engineering Depart- 
ment in Los Angeles. 


H. C. Briggs, Los Angeles, Calif., 
has been appointed assistant to Conti- 
nental Oil Company’s Rocky Moun- 
tain region general management, with 
headquarters in Denver, it was an- 
nounced by J. W. Liddell, regional 
general manager. 

Mr. Briggs has been associated 
with Conoco at Los Angeles since 
1927 and has held various key posi- 
tions in the company’s western region. 
A native of Oneida, Kan., he resided 
at Ponca City, Okla., for seven years 
before joining Conoco in California. 


Nothing indicates approval of a 
magazine like a renewal subscrip- 
tion check. 


The Pierpont Inn at Ventura was the scene of an interesting gathering recently when 
officers and employees of Bell and Burden celebrated the completion of 10 successful 
years in the contract drilling business. As of midnight, January 15, 1957, according io 
Ham Bell, president, the firm had drilled 2% million feet of hole, and had become widely 
and favorably known in the petroleum industry. Those employees who had been with 
the company since its inception were presented diamond studded pins in recognition 
of their good taste and faithful service. 


Page 30 


2 


Ray Faulk, export manager-sales, for H. C. 
Smith Oil Tool Co., is on a two months’ 
business trip to South America in the inter- 
est of his company. Mr. Faulk will meet 
with the company’s representatives and 
tour the various oil fields in Venezuela, 
Colombia, Peru, Bolivia and Uruguay. On 
his return trip Mr. Faulk will visit Panama, 
Guatemala and Mexico. 


600-Mile Pipeline 
Surveys Beginning 

Preliminary survey has begun on 
the 600-mile pipeline which will carry 
crude oil from Utah and New Mexico 
to the refineries of the Los Angeles 
Basin. Operators of the project, Four 
Corners Pipe Line Company, gave 
the go-ahead to San Juan Engineering 
Company of Farmington, New Mexico 
to start survey of the northeastern 
portion of the route—E. F. Schmidt 
and Associates of Tulsa, Oklahoma 
which will handle the central portion 
of the route and to McIntire and 
Quiros, Inc., of Los Angeles to con- 
duct survey of the California portion 
of the line. 

The 16 inch line will have an initial 
capacity of 60,000 barrels per day with 
pumping stations located near Bluff, 
Utah—Cameron, Arizona and Twen- 
tynine Palms, California. With this 
program scheduled to cost $50,000,000, 
the expenditure of additional funds 
for more pumping stations could raise 
the line’s capacity to 160,000 barrels 
per day in the event of critical need. 
It is hoped that the line will be in op- 
eration by the end of the current year. 





Nothing indicates approval of a 
magazine like a renewal subscrip- 
tion check. 
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197-DLCS Supercharged Diesel Engine 


Waukesha Announces 
New Model 

This latest Waukesha Supercharged 
Engine Model, the 197-DLCS, is a 


compact and powerful heavy-duty, six- 


cylinder, four-cycle, full Diesel engine’ 


of 302 cubic inch displacement. The 
patented combustion chambers, for 
which all Waukesha Diesels are fa- 
mous, burn all standard “high-speed 
Diesel fuels” having cetane values of 
45 or above. This powerful super- 
charged Diesel offers lively accelera- 
tion, clean burning, prompt starting, 
a tremendous reserve of power, and 
great over-all economy. 

The exhaust turbocharger system of 
supercharging affords a great increase 
in horsepower with a minimum of 
parasite load. Even without an inter- 
cooler the maximum power available 
fron the Model 197-DLCS Turbi- 
Diesel is 131 hp at 2800 rpm. Without 
positive drive from the engine, the 
parasitic load decreases at part engine 
load, which improves over-all fuel 
economy throughout the speed range. 
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Other advantages of the exhaust 
turbocharger are a relatively light and 
compact installation, flexibility in 
mounting, and the elimination of muf- 
flers on most applications due to the 
smoothing out of the exhaust impulses 
by the turbocharger turbine. 

Contributing to Waukesha turbo- 
charged Diesels complete reliability 
and long-lived, trouble-free operation 
are time-tested and war proved fea- 
tures developed in over 50 years of 
study and experience in building 
heavy-duty industrial-type internal 
combustion engines. 


Supercharged Engine Equipment— 
Model 197-DLCS 

Engine—Waukesha 6-cylinder, 
heavy-duty, four-cycle Diesel with ex- 
haust turbocharger mounted directly 
on manifolds. Stellite faced valves 
seat on Stellite faced inserts. Hard- 
ened and ground mushroom-type lift- 
ers. Screw and lock adjustment in 
drop-forged rockers. Waukesha iron 
crankcasé-cylinder casting with dry 
sleeve renewable alloy liners. Drop- 
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forged, rifle-drilled, heat-treated steel 
connecting rods. Heavy /7-bearing 
drop-forged, heat-treated steel crank- 
shaft has hardened journals and pre- 
cision-type bearings. Full floating pins. 
Heavy-duty aluminum pistons with 
chrome top ring. Pressed steel oil pan. 
Flywheel, and SAE No. 3 housing. 


driven pump and by-pass flange- 
mounted at the front of the cylinder 
block provides positive circulation of 
coolant. Thermostat assists in fast 
warm-up, and maintains proper jacket 
temperatures. Suitable V-belt for 
pump and fan drives. 

Lubrication System—Full pressure 
by gear-driven, gear-type pump to 
main, rod, camshaft, and piston pin 
bearings. Metered intermittent pres- 
sure to timing gears and rocker arms. 
Flood oiling to cams and tappets from 
valve chamber spill-back; cylinders 
and pistons are lubricated by crank- 
shaft throwoff. Large, waste-packed 
shunt-connected dual element oil filter 
bolted directly to crankcase. Pistons 
oil cooled through connecting rod jets. 
Built-in lubricating oil cooler. 

Fuel System—Roosa single plunger 
flange-mounted injection pump—with 
drawn steel injection lines to single 
orifice pintle nozzles. Vane-type pri- 
mary fuel feed pump. Hand primer 
for initial filling of fuel system. Pri- 
mary and secondary fuel filters. 


Shaffer Tool Works to 
Build New Shop in 
Houma, Louisiana 


Mr. Donald U. Shaffer, president of 
the Shaffer Tool Works of Brea, Cali- 
fornia, announced that their company 
will start immediate construction of 
an office and warehouse building in 
Houma, Louisiana. 

The new warehouse and office build- 
ing will be located on U. S. Highway 
90, Houma, Louisiana, approximately 
50 miles west of New Orleans. 

The construction contract for this 
new shop was awarded to Gulftide, 
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Inc., Louisiana industrial contractors. 
Actual construction will commence im- 
mediately and completion is antici- 
pated around the end of April. 

Shaffer Tool Works has been iden- 
tified in the Louisiana area for several 
years. The new shop installation at 
Houma will supplement their existing 
facilities to serve the oil and gas in- 
dustry for sales and service of Shaffer 
oil tools for the Gulf Coast area. Mr. 
James E. Plemons is the district man- 
ager for the Louisiana area. 

Shaffer Tool Works is a well-estab- 
lished manufacturer of high pressure 
well control equipment and down hole 
safety tools used throughout the world 
by the oil and gas industry. Shaffer 
ties in all the major oil producing 
areas of the United States. 


New Laboratory Bldg. 
Announced by Well Surveys 


Plans for a new, completely modern 
laboratory building for research and 
development activities were announced 
in Tulsa, Oklahoma, by Well Sur- 
veys, Inc., one of the Dresser Indus- 
tries. Contracts for construction of a 
single-story steel and masonry building 
of approximately 23,000 square feet 


on company property at East Avenue 
and Independence Street have been 
awarded to W. R. Grimshaw Com- 
pany, Tulsa, Oklahoma. 


The building, engineered and de- 
signed by Black and West, architects, 
Tulsa, Oklahoma, includes provision 
for further expansion as required. A 
125-ton centrifugal compressor for air 
conditioning in the central building 
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will be furnished by Clark Bros. Com- 
pany, another of the Dresser Indus- 
tries. 


Construction of the new facilities 
is the first phase of a broad expan- 
sion program of Well Surveys, Inc., 
originators of radioactivity well log- 
ging. The company is currently en- 
gaged in several developmental proj- 
ects, including the coordination of a 
modern electrical logging service for 


Lane-Wells Company, another of the 
Dresser Industries. 

In addition to the laboratories and 
research facilities on East Avenue, the 
company maintains research, engineer- 
ing and administrative offices at 624 
East Fourth in the downtown area of 
Tulsa. Existing facilities at the East 
Avenue location house extensive radio- 
logical and nuclear research labora- 
tories, including the Van de Graaff ac- 
celerator which has been used exten- 
sively in pioneering the application of 
Nuclear physics for the oil industry. 


Prospective bridegroom: “I’m get- 
ting married. Are licenses expensive 
in this town?” 

Clerk: “Three dollars down, sir, and 
your entire income for the rest of your 
life.” 





SMITH-EMERY CO. 
Chemists—Engineers 
Established 1910 
Metals—Oils— Waters 
Analyzed and Tested 
Shipments Certified 
781 E. Washington Blvd. 
Los Angeles 21, Calif. 
Member 
American Council of Independent 
Laboratories 
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YEARS AHEAD (Continuing a tradition of leadership in 
Western petroleum progress, Richfield’s new Research Center is designed to 
keep Richfield in the forefront of scientific progress. Here Richfield scientists 
are working with the very latest in scientific equipment and facilities. Out of their 
creative thinking and experimentation, you can expect ever finer Richfield petroleum 
products — products that are your assurance of years ahead quality performance. 


RICHFIELD 
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Two gentlemen, under the influence, 
were creeping home along the railroad 
tracks one evening. 

Said one—“This is a long flight of 
stairs.” 

Said the other—‘“It isn’t the stairs 
I mind so much—it’s the doggone low 
bannister.” 


Practical Nurse: One who falls in 
love with a wealthy patient. 


A student reporter ‘on a high school 
paper, covering a class play, hit the 
literary jackpot when he wrote: 

“The high school auditorium was 
filled with expectant mothers eagerly 
awaiting the appearance of their off- 
spring.” 


Wife—“I asked you to mail this 
letter a month ago. I just found it in 
your coat pocket.” 

Husband—“Oh, yes, that was the 
day I started leaving the coat at home 
so you could sew the button on.” 


The editor’s hair grows gray; 
His fingertips grow sore, 

Yet some so-and-so is bound to say, 
“T’ve heard that joke before.” 


They call it legal tender, 

That green and lovely stuff. 
It’s tender when you have it, 
But when you don’t—it’s tough. 


Then there was the sculptor who put 
his model to bed and chiseled on his 
wife. 


At the office Xmas party, all the 
guests were playing a merry little 
game entitled: “Write your own epi- 
taph.” 

One rather popular young steno 
seated next to the publicity man whis- 
pered “I’m at a loss to write my own 
epitaph.” 

“That’s easy” said the publicity 
man, “I’ll write one for you.” 

And the epitaph he wrote was: “At 
last she sleeps alone.” 
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“There are two roads to success in 
this job, Miss Maddox; one is by 
hard work, integrity and concentra- 
tion, and the other might be of in- 
terest to you.” 


Two or three girls who had grown 
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up together, married. Thereafter 
they continually annoyed their un- 
married friend with tactless reinarks 
about not being married. She 
laughed off their comments good- 
naturedly until one day they went 
too far. 

“Now tell us truthfully,” they 
jocularly remarked, “have you ever 
really had a chance to marry?” 

With a withering glance she re- 
torted, “Suppose you ask your hus- 
bands.” 


Maybe you can blame this on tele- 
vision, but there was the case of 
the guy who wanted to encourage 
some musical talent in his children, 
so he bought them a piano. When 
he got home they were contemplat- 
ing the piano in puzzlement. 

“How,” they asked, “do you plug 
it in?” 


A young lady was spending the 
weekend with a straight-laced coun- 
try family in South Carolina. Fear- 
ing the pajamas she wore instead of 
a night gown might be considered 
improper, she carefully hid them 
each morning. But one day at break- 
fast she realized she’d forgotten and 
left them on her bed. Excusing her- 
self she rushed upstairs. The pa- 
jamas «vere gone. 

While she hunted for them, a 
maid appeared at the door, “If it’s 
the pajamas you're looking for, 
miss,” she said, “I put them back 
in the young gentleman’s room.” 


A small town is a place where 
everybody knows what everybody 
else is doing, but they read the local 
paper to see if they’ve been caught 
at it. 


A government aid had quickly sup- 
pressed a directive given out by a 
state official. 

Posted on the bulletin board in his 
office were these inviting words: 

“Executives who have no secretaries 
of their own may take advantage of 
the girls in the stenographic pool.” 
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New Tools « e e 


New Methods 


Outstanding Results 





M-3 Guns Shoot 1268 
Holes in Four Hours 


Firing an average of 317 bullets 
per hour in this shallow Oklahoma 
well is an outstanding record of 
perforating speed and efficiency. 


McCullough 44%” O.D. M-3 Bullet 
Guns fired 1268 improved 2” Ogival 
Bullets in 7” O.D. cemented casing 
in two intervals from 1040’ to 1064’ 
and from 2762’ to 2790’. This was a 
salt water disposal well. Operator 
was well pleased. 


Speed like this can only be accom- 
plished by experienced, thoroughly 
trained crews and by using simul- 
taneous firing M-3 Bullet Guns— 
fastest, most efficient method of 
bullet perforating available. 


M-3’s Succeed After 
Two Others Fail 


Two other service companies 
attempted to perforate this Mon- 
tana well without success. One was 
unable to accurately locate the 
collars and perforated the water 
zone. The other was unable to do 
the job because the shots were in 
dry hole and incoming pressure 
moved their gun up the hole. 


Within 1% hours, McCullough 
moved in on the job, located the 
zone to be perforated, fired 32 
improved 4” Ogival Bullets in 5%” 
O.D. casing between 3955’ and 3963’ 
with 34” O.D. M-3 Bullet Guns, tore 
down and moved off. Results good 
~— operator happy. 


This is just one more example of the 
accuracy of McCullough measure- 
ments and of the value of simul- 
taneous firing M-3 Bullet Guns. 





M'Callough TOOL COMPANY 


Cable Address: MACTOOL 


psi were reached without results. 


Guns firing improve 


Area in square inches: 


049] N05 1964 3068 


Improved McCullough Ogival Bullets 
are designed for maximum piercing 
ability. Type and quality of steel, 
heat treatment, weight, shape, 
sharpness of point, etc. are all 
carefully controlled factors in their 
production. They are the deepest 
penetrating bullets known. 


Bullet sizes shown above are stand- 
ard. Burrless caps are available to 
fit all standard sizes. Special sizes 
and types, such as the 4’ and %”, 
are available to meet unusual 
requirements. 








Superior Penetration Pays Off 
...Fracturing Job Successful 


Hard Shooting M-3 Bullet Gun Permits Successful 
Completion of Sandfrac Job... Penetrates Tough 
Formation After Other Bullet Gun Failed. 


Previously perforated by another service company, the operator was 
unable to fracture the formation in this Illinois well; pressures up to 4000 


McCullough was called to re-perforate the well with 4%” O.D. M-3 Bullet 
¥” Ogival Bullets. Twenty shots were fired through 
5%” 14 lb. J-55 cemented casing in a five foot interval from 2833’ to 2838’. 


After perforating by McCullough the well “broke down” at 1600 psi and 
took fracturing material at the rate of 350 gallons of oil and 700 pounds 
of sand per minute. This well is now flowing — one of the best in the field 
—and the entire perforating job, including rigging up and tearing down, 


required only 1% hours rig time. 


The superior firing power of M-3 
Bullet Guns; the deep penetrating 
qualities of improved Ogival Bullets 
are particularly valuable where 
tough, tight formations must be 
fractured for good production. 


There are many jobs like this on 
record, where the superior pene- 
trating power of McCullough M-3 
Bullet Guns has successfully com- 
pleted the job after others failed. 
Next time, be sure of results — call 
McCullough first. 





Do you want to see how other oil 
men have benefited by using 
McCullough M-3 Bullet Guns? 
Send for your copy of “RESULTS” 
— field reports of outstanding 
jobs successfully completed by 
M-3 Guns. 


See how others have solved their 
problems! Write McCullough Tool 
Company, 5820 South Alameda 
Street, Los Angeles 58, California. 
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MACCO SOUNDPROOFING was recently subjected to several tésts 


conducted by an independent research organization. These tests revealed that on drilling 
rigs equipped with the new Macco Vinyl-coated Fiberglas blankets noise was reduced 
approximately 20 decibels immediately outside of the derricks. This represents loudness 
(to the ear) reduction of approximately 80% on a sound intensity of 140 decibels — 
the highest recorded in the drilling operations. In effect, it placed the nearest residence 
only 200 feet away — to a distance of 1000 feet in noise relationship, and provided a 28 
decibel average sound intensity — well below the average 65 to 70 decibel intensity of 
normal community daily life. If you have an accoustical problem in your drilling oper- 
ations — consult MACCO. 


RIG BUILDING DIVISION 


MACCO CORPORATION 


14409 SOUTH PARAMOUNT BLVD., PARAMOUNT, CALIFORNIA 


does a job! 





